[2024-05-28T10:49:41.765798Z] [info] +++ setup notes +++
[2024-05-28T10:49:41.766030Z] [info] Running on openqaworker23:9 (Linux 5.14.21-150500.55.65-default #1 SMP PREEMPT_DYNAMIC Thu May 23 04:57:11 UTC 2024 (a46829d) x86_64)
[2024-05-28T10:49:41.771402Z] [debug] Found ASSET_1, caching Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box
[2024-05-28T10:49:41.774922Z] [info] Downloading Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box, request #234834 sent to Cache Service
[2024-05-28T10:49:51.902221Z] [info] Download of Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box processed:
[info] [#234834] Cache size of "/var/lib/openqa/cache" is 398 GiB, with limit 400 GiB
[info] [#234834] Downloading "Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box" from "https://openqa.opensuse.org/tests/4227984/asset/other/Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box"
[info] [#234834] Content of "/var/lib/openqa/cache/openqa.opensuse.org/Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box" has not changed, updating last use

[2024-05-28T10:49:51.904231Z] [debug] Found ASSET_2, caching Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box
[2024-05-28T10:49:51.907042Z] [info] Downloading Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box, request #234835 sent to Cache Service
[2024-05-28T10:50:02.068970Z] [info] Download of Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box processed:
[info] [#234835] Cache size of "/var/lib/openqa/cache" is 398 GiB, with limit 400 GiB
[info] [#234835] Downloading "Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box" from "https://openqa.opensuse.org/tests/4227984/asset/other/Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box"
[info] [#234835] Content of "/var/lib/openqa/cache/openqa.opensuse.org/Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box" has not changed, updating last use

[2024-05-28T10:50:02.070832Z] [debug] Found ASSET_256, caching openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256
[2024-05-28T10:50:02.073868Z] [info] Downloading openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256, request #234836 sent to Cache Service
[2024-05-28T10:50:12.183518Z] [info] Download of openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256 processed:
[info] [#234836] Cache size of "/var/lib/openqa/cache" is 398 GiB, with limit 400 GiB
[info] [#234836] Downloading "openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256" from "https://openqa.opensuse.org/tests/4227984/asset/other/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256"
[info] [#234836] Content of "/var/lib/openqa/cache/openqa.opensuse.org/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256" has not changed, updating last use

[2024-05-28T10:50:12.185487Z] [debug] Found HDD_1, caching opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2
[2024-05-28T10:50:12.188099Z] [info] Downloading opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2, request #234837 sent to Cache Service
[2024-05-28T10:50:22.352027Z] [info] Download of opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 processed:
[info] [#234837] Cache size of "/var/lib/openqa/cache" is 398 GiB, with limit 400 GiB
[info] [#234837] Downloading "opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2" from "https://openqa.opensuse.org/tests/4227984/asset/hdd/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2"
[info] [#234837] Content of "/var/lib/openqa/cache/openqa.opensuse.org/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2" has not changed, updating last use

[2024-05-28T10:50:22.353837Z] [debug] Found ISO, caching openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso
[2024-05-28T10:50:22.356349Z] [info] Downloading openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso, request #234838 sent to Cache Service
[2024-05-28T10:50:32.539875Z] [info] Download of openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso processed:
[info] [#234838] Cache size of "/var/lib/openqa/cache" is 398 GiB, with limit 400 GiB
[info] [#234838] Downloading "openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso" from "https://openqa.opensuse.org/tests/4227984/asset/iso/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso"
[info] [#234838] Content of "/var/lib/openqa/cache/openqa.opensuse.org/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso" has not changed, updating last use

[2024-05-28T10:50:32.543526Z] [info] Rsync from 'rsync://openqa.opensuse.org/tests' to '/var/lib/openqa/cache/openqa.opensuse.org', request #234839 sent to Cache Service
[2024-05-28T10:50:42.683011Z] [info] Output of rsync:
[info] [#234839] Calling: rsync -avHP --timeout 1800 rsync://openqa.opensuse.org/tests/ --delete /var/lib/openqa/cache/openqa.opensuse.org/tests/
Try 1:
receiving incremental file list
obs/.git/
obs/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            483 100%  471.68kB/s    0:00:00 (xfr#1, ir-chk=1158/1178)
obs/.git/index

              0   0%    0.00kB/s    0:00:00  
          2,745 100%    2.62MB/s    0:00:00 (xfr#2, ir-chk=1153/1178)
obs/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
    392,842,240  63%  374.64MB/s    0:00:00  
    616,997,057 100%  375.74MB/s    0:00:01 (xfr#3, ir-chk=1133/1178)
obs/.git/objects/
obs/.git/refs/heads/
openqa/.git/
openqa/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            554 100%    0.65kB/s    0:00:00 (xfr#4, ir-chk=1167/1450)
openqa/.git/index

              0   0%    0.00kB/s    0:00:00  
          3,093 100%    3.64kB/s    0:00:00 (xfr#5, ir-chk=1162/1450)
openqa/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
     10,431,557 100%   11.62MB/s    0:00:00 (xfr#6, ir-chk=1140/1450)
openqa/.git/objects/
openqa/.git/refs/heads/
openqa/products/openqa/needles/.git/
openqa/products/openqa/needles/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            259 100%    0.29kB/s    0:00:00 (xfr#7, ir-chk=1021/1611)
openqa/products/openqa/needles/.git/index

              0   0%    0.00kB/s    0:00:00  
         22,443 100%   25.48kB/s    0:00:00 (xfr#8, ir-chk=1016/1611)
openqa/products/openqa/needles/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
     20,854,333 100%   21.76MB/s    0:00:00 (xfr#9, ir-chk=1004/1621)
openqa/products/openqa/needles/.git/objects/
openqa/products/openqa/needles/.git/refs/heads/
opensuse/.git/
opensuse/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
          7,264 100%    7.69kB/s    0:00:00 (xfr#10, ir-chk=1014/1700)
opensuse/.git/index

              0   0%    0.00kB/s    0:00:00  
        636,809 100%  673.03kB/s    0:00:00 (xfr#11, ir-chk=1009/1700)
opensuse/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
     28,705,199 100%   27.46MB/s    0:00:00 (xfr#12, ir-chk=1010/1720)
opensuse/.git/objects/
opensuse/.git/refs/heads/
opensuse/products/opensuse/needles/.git/
opensuse/products/opensuse/needles/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            700  86%    0.57kB/s    0:00:00  
            810 100%    0.65kB/s    0:00:01 (xfr#13, ir-chk=1016/21446)
opensuse/products/opensuse/needles/.git/index

              0   0%    0.00kB/s    0:00:00  
      1,574,519 100%  214.51MB/s    0:00:00 (xfr#14, ir-chk=1011/21446)
opensuse/products/opensuse/needles/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
    105,385,280  80%  100.50MB/s    0:00:00  
    130,961,317 100%  117.27MB/s    0:00:01 (xfr#15, ir-chk=1001/21455)
opensuse/products/opensuse/needles/.git/objects/
opensuse/products/opensuse/needles/.git/refs/heads/

sent 347,974 bytes  received 1,405,384 bytes  269,747.38 bytes/sec
total size is 5,861,867,600  speedup is 3,343.22


[2024-05-28T10:50:42.683141Z] [info] Finished to rsync tests
[2024-05-28T10:50:42.688376Z] [debug] +++ worker notes +++
[37m[2024-05-28T10:50:43.027453Z] [debug] [pid:45708] Current version is 4.6.1716387241.58dd214 [interface v40][0m
[37m[2024-05-28T10:50:43.036833Z] [debug] [pid:45708] git hash in 'opensuse': d5a6396150bb75bf91ddea76c6285068afeaf297[0m
[37m[2024-05-28T10:50:43.049984Z] [debug] [pid:45708] git url in 'opensuse': https://github.com/os-autoinst/os-autoinst-distri-opensuse.git[0m
[37m[2024-05-28T10:50:43.401821Z] [debug] [pid:45708] usingenv DESKTOP=textmode[0m
[37m[2024-05-28T10:50:43.401920Z] [debug] [pid:45708] usingenv DISTRI=opensuse[0m
[37m[2024-05-28T10:50:43.401960Z] [debug] [pid:45708] usingenv QEMUCPU=host[0m
[37m[2024-05-28T10:50:43.401994Z] [debug] [pid:45708] usingenv QEMUCPUS=2[0m
[37m[2024-05-28T10:50:43.402028Z] [debug] [pid:45708] usingenv INSTLANG=en_US[0m
[37m[2024-05-28T10:50:43.402064Z] [debug] [pid:45708] usingenv DVD=1[0m
[37m[2024-05-28T10:50:43.402102Z] [debug] [pid:45708] usingenv ISO=openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso[0m
[37m[2024-05-28T10:50:43.402140Z] [debug] [pid:45708] usingenv ISO_MAXSIZE=4700372992[0m
[37m[2024-05-28T10:50:43.403904Z] [debug] [pid:45708] scheduling boot_to_desktop tests/boot/boot_to_desktop.pm[0m
[37m[2024-05-28T10:50:43.411717Z] [debug] [pid:45708] scheduling skopeo_integration tests/containers/skopeo_integration.pm[0m
[37m[2024-05-28T10:50:43.412658Z] [debug] [pid:45708] scheduling podman_integration tests/containers/podman_integration.pm[0m
[37m[2024-05-28T10:50:43.413472Z] [debug] [pid:45708] scheduling runc_integration tests/containers/runc_integration.pm[0m
[37m[2024-05-28T10:50:43.414241Z] [debug] [pid:45708] scheduling netavark_integration tests/containers/netavark_integration.pm[0m
[37m[2024-05-28T10:50:43.415015Z] [debug] [pid:45708] scheduling aardvark_integration tests/containers/aardvark_integration.pm[0m
[2024-05-28T10:50:43.421445Z] [info] [pid:45720] cmdsrv: daemon reachable under http://*:20093/lgB7_LwG8MNsxMg8/
[2024-05-28T10:50:43.424014Z] [info] [pid:45720] Listening at "http://[::]:20093"
Web application available at http://[::]:20093
[37m[2024-05-28T10:50:43.427817Z] [debug] [pid:45708] git hash in 'opensuse/products/opensuse/needles': 7adabefc62dbf73c6720607d59b55868125a3df2[0m
[37m[2024-05-28T10:50:43.450030Z] [debug] [pid:45708] git url in 'opensuse/products/opensuse/needles': git@github.com:os-autoinst/os-autoinst-needles-opensuse.git[0m
[37m[2024-05-28T10:50:43.450218Z] [debug] [pid:45708] init needles from opensuse/products/opensuse/needles[0m
[37m[2024-05-28T10:50:44.106612Z] [debug] [pid:45708] loaded 7146 needles[0m
[37m[2024-05-28T10:50:44.273849Z] [debug] [pid:45708] 45708: channel_out 15, channel_in 14[0m
[37m[2024-05-28T10:50:44.332891Z] [debug] [pid:45931] 45931: cmdpipe 13, rsppipe 16[0m
[37m[2024-05-28T10:50:44.333172Z] [debug] [pid:45931] started mgmt loop with pid 45931[0m
[37m[2024-05-28T10:50:44.395458Z] [debug] [pid:45931] qemu version detected: 7.1.0[0m
[37m[2024-05-28T10:50:44.397624Z] [debug] [pid:45931] running `/usr/bin/chattr +C /var/lib/openqa/pool/9/raid`[0m
[37m[2024-05-28T10:50:44.414652Z] [debug] [pid:45931] Command `/usr/bin/chattr +C /var/lib/openqa/pool/9/raid` terminated with 1
  /usr/bin/chattr: Operation not supported while setting flags on /var/lib/openqa/pool/9/raid[0m
[37m[2024-05-28T10:50:44.414743Z] [debug] [pid:45931] Configuring storage controllers and block devices[0m
[37m[2024-05-28T10:50:44.415265Z] [debug] [pid:45931] running `/usr/bin/qemu-img info --output=json /var/lib/openqa/pool/9/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2`[0m
[37m[2024-05-28T10:50:44.458729Z] [debug] [pid:45931] running `/usr/bin/qemu-img info --output=json /var/lib/openqa/pool/9/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso`[0m
[37m[2024-05-28T10:50:44.500107Z] [debug] [pid:45931] Initializing block device images[0m
[37m[2024-05-28T10:50:44.500344Z] [debug] [pid:45931] running `/usr/bin/qemu-img create -f qcow2 -F qcow2 -b /var/lib/openqa/pool/9/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 /var/lib/openqa/pool/9/raid/hd0-overlay0 32212254720`[0m
[37m[2024-05-28T10:50:44.538552Z] [debug] [pid:45931] Formatting '/var/lib/openqa/pool/9/raid/hd0-overlay0', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=32212254720 backing_file=/var/lib/openqa/pool/9/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T10:50:44.538657Z] [debug] [pid:45931] running `/usr/bin/qemu-img create -f qcow2 /var/lib/openqa/pool/9/raid/hd1 20G`[0m
[37m[2024-05-28T10:50:44.575491Z] [debug] [pid:45931] Formatting '/var/lib/openqa/pool/9/raid/hd1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=21474836480 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T10:50:44.575665Z] [debug] [pid:45931] running `/usr/bin/qemu-img create -f qcow2 -F raw -b /var/lib/openqa/pool/9/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso /var/lib/openqa/pool/9/raid/cd0-overlay0 4497342464`[0m
[37m[2024-05-28T10:50:44.615500Z] [debug] [pid:45931] Formatting '/var/lib/openqa/pool/9/raid/cd0-overlay0', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=4497342464 backing_file=/var/lib/openqa/pool/9/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso backing_fmt=raw lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T10:50:44.615628Z] [debug] [pid:45931] init_blockdev_images: Finished creating block devices[0m
[37m[2024-05-28T10:50:44.617058Z] [debug] [pid:45931] starting: /usr/bin/qemu-system-x86_64 -device VGA,edid=on,xres=1024,yres=768 -only-migratable -chardev ringbuf,id=serial0,logfile=serial0,logappend=on -serial chardev:serial0 -audiodev none,id=snd0 -device intel-hda -device hda-output,audiodev=snd0 -global isa-fdc.fdtypeA=none -m 2048 -cpu host -netdev user,id=qanet0 -device virtio-net,netdev=qanet0,mac=52:54:00:12:34:56 -object rng-random,filename=/dev/urandom,id=rng0 -device virtio-rng-pci,rng=rng0 -boot order=c -device qemu-xhci -device usb-tablet -smp 2 -enable-kvm -no-shutdown -vnc :99,share=force-shared -device virtio-serial -chardev pipe,id=virtio_console,path=virtio_console,logfile=virtio_console.log,logappend=on -device virtconsole,chardev=virtio_console,name=org.openqa.console.virtio_console -chardev pipe,id=virtio_console_user,path=virtio_console_user,logfile=virtio_console_user.log,logappend=on -device virtconsole,chardev=virtio_console_user,name=org.openqa.console.virtio_console_user -chardev socket,path=qmp_socket,server=on,wait=off,id=qmp_socket,logfile=qmp_socket.log,logappend=on -qmp chardev:qmp_socket -S -device virtio-scsi-pci,id=scsi0 -blockdev driver=file,node-name=hd0-overlay0-file,filename=/var/lib/openqa/pool/9/raid/hd0-overlay0,cache.no-flush=on -blockdev driver=qcow2,node-name=hd0-overlay0,file=hd0-overlay0-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd0-device,drive=hd0-overlay0,bootindex=0,serial=hd0 -blockdev driver=file,node-name=hd1-file,filename=/var/lib/openqa/pool/9/raid/hd1,cache.no-flush=on -blockdev driver=qcow2,node-name=hd1,file=hd1-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd1-device,drive=hd1,serial=hd1 -blockdev driver=file,node-name=cd0-overlay0-file,filename=/var/lib/openqa/pool/9/raid/cd0-overlay0,cache.no-flush=on -blockdev driver=qcow2,node-name=cd0-overlay0,file=cd0-overlay0-file,cache.no-flush=on,discard=unmap -device scsi-cd,id=cd0-device,drive=cd0-overlay0,serial=cd0[0m
[37m[2024-05-28T10:50:44.624634Z] [debug] [pid:45931] Waiting for 0 attempts[0m
[37m[2024-05-28T10:50:45.625158Z] [debug] [pid:45931] Waiting for 1 attempts[0m
[37m[2024-05-28T10:50:46.625490Z] [debug] [pid:45931] Finished after 2 attempts[0m
[37m[2024-05-28T10:50:46.639921Z] [debug] [pid:45931] Establishing VNC connection to localhost:5999[0m
[37m[2024-05-28T10:50:46.642255Z] [debug] [pid:45931] pointer type 0 0 640 480 -257[0m
[37m[2024-05-28T10:50:46.642321Z] [debug] [pid:45931] led state 0 1 1 -261[0m
[37m[2024-05-28T10:50:46.697984Z] [debug] [pid:45931] Start CPU[0m
[37m[2024-05-28T10:50:46.698196Z] [debug] [pid:45931] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"42336","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"5999","websocket":false}},"event":"VNC_CONNECTED","timestamp":{"microseconds":640460,"seconds":1716893446}}[0m
[37m[2024-05-28T10:50:46.698301Z] [debug] [pid:45931] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"42336","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"5999","websocket":false}},"event":"VNC_INITIALIZED","timestamp":{"microseconds":641452,"seconds":1716893446}}[0m
[37m[2024-05-28T10:50:46.698386Z] [debug] [pid:45931] EVENT {"event":"RESUME","timestamp":{"microseconds":698260,"seconds":1716893446}}[0m
GOT GO

[37m[2024-05-28T10:50:46.701579Z] [debug] [pid:45931] QEMU: QEMU emulator version 7.1.0 (SUSE Linux Enterprise 15)[0m
[37m[2024-05-28T10:50:46.701626Z] [debug] [pid:45931] QEMU: Copyright (c) 2003-2022 Fabrice Bellard and the QEMU Project developers[0m
[37m[2024-05-28T10:50:46.704123Z] [debug] [pid:45741] Snapshots are supported[0m
[1;34m[2024-05-28T10:50:46.704991Z] [debug] [pid:45741] ||| starting boot_to_desktop tests/boot/boot_to_desktop.pm[0m
[2024-05-28T10:50:46.707350Z] [debug] [pid:45741] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:902 called opensusebasetest::handle_grub -> lib/opensusebasetest.pm:687 called opensusebasetest::wait_grub -> lib/opensusebasetest.pm:439 called testapi::assert_screen
[2024-05-28T10:50:46.707623Z] [debug] [pid:45741] <<< testapi::assert_screen(mustmatch=[
    "grub2"
  ], timeout=200)
[31m[2024-05-28T10:50:48.488579Z] [warn] [pid:45931] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.79 seconds for 72 candidate needles - make your needles more specific[0m
[37m[2024-05-28T10:50:48.488667Z] [debug] [pid:45931] no match: 199.0s, best candidate: bootloader-grub2-alp-selfinstall-20230327 (0.00)[0m
[37m[2024-05-28T10:50:49.186728Z] [debug] [pid:45931] no match: 198.0s, best candidate: bootloader-grub2-alp-selfinstall-20230327 (0.00)[0m
[32m[2024-05-28T10:50:50.098855Z] [debug] [pid:45741] >>> testapi::_handle_found_needle: found grub2-TW-virtio-20190303, similarity 1.00 @ 11/147[0m
[2024-05-28T10:50:50.099455Z] [debug] [pid:45741] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:902 called opensusebasetest::handle_grub -> lib/opensusebasetest.pm:702 called opensusebasetest::grub_select -> lib/opensusebasetest.pm:634 called testapi::send_key
[2024-05-28T10:50:50.099573Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T10:50:50.368704Z] [debug] [pid:45741] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:926 called opensusebasetest::wait_boot_past_bootloader -> lib/opensusebasetest.pm:782 called opensusebasetest::wait_boot_textmode -> lib/opensusebasetest.pm:718 called testapi::assert_screen
[2024-05-28T10:50:50.368890Z] [debug] [pid:45741] <<< testapi::assert_screen(mustmatch=[
    "linux-login",
    "emergency-shell",
    "emergency-mode"
  ], timeout=500)
[37m[2024-05-28T10:50:50.792954Z] [debug] [pid:45931] no match: 499.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:50:51.746393Z] [debug] [pid:45931] no match: 498.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:50:52.704017Z] [debug] [pid:45931] no change: 497.6s[0m
[37m[2024-05-28T10:50:52.745632Z] [debug] [pid:45931] no match: 497.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:50:53.704551Z] [debug] [pid:45931] no change: 496.6s[0m
[37m[2024-05-28T10:50:53.747609Z] [debug] [pid:45931] no match: 496.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[31m[2024-05-28T10:50:55.378303Z] [warn] [pid:45931] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.67 seconds for 12 candidate needles - make your needles more specific[0m
[37m[2024-05-28T10:50:55.378388Z] [debug] [pid:45931] no match: 495.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:50:55.378519Z] [debug] [pid:45931] pointer type 1 0 800 600 -257[0m
[37m[2024-05-28T10:50:55.754906Z] [debug] [pid:45931] no match: 494.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:50:56.779Z] [debug] [pid:45931] no match: 493.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:50:57.708041Z] [debug] [pid:45931] no change: 492.6s[0m
[37m[2024-05-28T10:50:57.780233Z] [debug] [pid:45931] no match: 492.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:50:58.708542Z] [debug] [pid:45931] no change: 491.6s[0m
[37m[2024-05-28T10:50:58.783254Z] [debug] [pid:45931] no match: 491.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[31m[2024-05-28T10:51:02.903156Z] [warn] [pid:45931] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 3.19 seconds for 12 candidate needles - make your needles more specific[0m
[37m[2024-05-28T10:51:02.903244Z] [debug] [pid:45931] no match: 490.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T10:51:02.952481Z] [debug] [pid:45931] no match: 487.4s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[32m[2024-05-28T10:51:03.998489Z] [debug] [pid:45741] >>> testapi::_handle_found_needle: found linux-login-20200525, similarity 0.99 @ 72/685[0m
[1;34m[2024-05-28T10:51:04.007773Z] [debug] [pid:45741] ||| finished boot_to_desktop boot (runtime: 18 s)[0m
[37m[2024-05-28T10:51:04.008947Z] [debug] [pid:45741] Creating a VM snapshot lastgood[0m
[37m[2024-05-28T10:51:04.009391Z] [debug] [pid:45931] EVENT {"data":{"path":"\/machine\/peripheral-anon\/device[3]\/virtio-backend"},"event":"NIC_RX_FILTER_CHANGED","timestamp":{"microseconds":607977,"seconds":1716893459}}[0m
[37m[2024-05-28T10:51:04.009612Z] [debug] [pid:45931] Saving snapshot (Current VM state is running)[0m
[37m[2024-05-28T10:51:04.100316Z] [debug] [pid:45931] EVENT {"event":"STOP","timestamp":{"microseconds":100224,"seconds":1716893464}}[0m
[37m[2024-05-28T10:51:04.106448Z] [debug] [pid:45931] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'hd0-overlay0','snapshot-file' => '/var/lib/openqa/pool/9/raid/hd0-overlay1','snapshot-node-name' => 'hd0-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T10:51:04.111418Z] [debug] [pid:45931] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'hd1','snapshot-file' => '/var/lib/openqa/pool/9/raid/hd1-overlay1','snapshot-node-name' => 'hd1-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T10:51:04.116266Z] [debug] [pid:45931] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'cd0-overlay0','snapshot-file' => '/var/lib/openqa/pool/9/raid/cd0-overlay1','snapshot-node-name' => 'cd0-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T10:51:04.119537Z] [debug] [pid:45931] EVENT {"data":{"status":"setup"},"event":"MIGRATION","timestamp":{"microseconds":119455,"seconds":1716893464}}[0m
[37m[2024-05-28T10:51:04.619931Z] [debug] [pid:45931] EVENT {"data":{"pass":1},"event":"MIGRATION_PASS","timestamp":{"microseconds":149718,"seconds":1716893464}}[0m
[37m[2024-05-28T10:51:04.620096Z] [debug] [pid:45931] EVENT {"data":{"status":"active"},"event":"MIGRATION","timestamp":{"microseconds":149806,"seconds":1716893464}}[0m
[37m[2024-05-28T10:51:04.620400Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:04.620480Z] [debug] [pid:45931] Migrating remaining bytes:   	2126442496[0m
[37m[2024-05-28T10:51:05.121129Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:05.121200Z] [debug] [pid:45931] Migrating remaining bytes:   	2066681856[0m
[37m[2024-05-28T10:51:05.621759Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:05.621822Z] [debug] [pid:45931] Migrating remaining bytes:   	2030915584[0m
[37m[2024-05-28T10:51:06.122659Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:06.122740Z] [debug] [pid:45931] Migrating remaining bytes:   	1993703424[0m
[37m[2024-05-28T10:51:06.623774Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:06.623882Z] [debug] [pid:45931] Migrating remaining bytes:   	1961611264[0m
[37m[2024-05-28T10:51:07.124641Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:07.124717Z] [debug] [pid:45931] Migrating remaining bytes:   	1929703424[0m
[37m[2024-05-28T10:51:07.625299Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:07.625362Z] [debug] [pid:45931] Migrating remaining bytes:   	1899401216[0m
[37m[2024-05-28T10:51:08.125957Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:08.126018Z] [debug] [pid:45931] Migrating remaining bytes:   	1866514432[0m
[37m[2024-05-28T10:51:08.626637Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:08.626706Z] [debug] [pid:45931] Migrating remaining bytes:   	1827188736[0m
[37m[2024-05-28T10:51:09.127283Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:09.127344Z] [debug] [pid:45931] Migrating remaining bytes:   	1795682304[0m
[37m[2024-05-28T10:51:09.628043Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:09.628116Z] [debug] [pid:45931] Migrating remaining bytes:   	1487409152[0m
[37m[2024-05-28T10:51:10.128887Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:10.128958Z] [debug] [pid:45931] Migrating remaining bytes:   	1245462528[0m
[37m[2024-05-28T10:51:10.629857Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:10.629976Z] [debug] [pid:45931] Migrating remaining bytes:   	636956672[0m
[37m[2024-05-28T10:51:11.130842Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:11.130910Z] [debug] [pid:45931] Migrating remaining bytes:   	59117568[0m
[37m[2024-05-28T10:51:11.631323Z] [debug] [pid:45931] EVENT {"data":{"pass":2},"event":"MIGRATION_PASS","timestamp":{"microseconds":505316,"seconds":1716893471}}[0m
[37m[2024-05-28T10:51:11.631459Z] [debug] [pid:45931] EVENT {"data":{"pass":3},"event":"MIGRATION_PASS","timestamp":{"microseconds":529674,"seconds":1716893471}}[0m
[37m[2024-05-28T10:51:11.631562Z] [debug] [pid:45931] EVENT {"data":{"pass":4},"event":"MIGRATION_PASS","timestamp":{"microseconds":529941,"seconds":1716893471}}[0m
[37m[2024-05-28T10:51:11.631659Z] [debug] [pid:45931] EVENT {"data":{"status":"completed"},"event":"MIGRATION","timestamp":{"microseconds":534266,"seconds":1716893471}}[0m
[37m[2024-05-28T10:51:11.631818Z] [debug] [pid:45931] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T10:51:11.631876Z] [debug] [pid:45931] Migrating remaining bytes:   	0[0m
[37m[2024-05-28T10:51:11.632291Z] [debug] [pid:45931] Snapshot complete[0m
[37m[2024-05-28T10:51:11.674032Z] [debug] [pid:45931] EVENT {"event":"RESUME","timestamp":{"microseconds":673918,"seconds":1716893471}}[0m
[1;34m[2024-05-28T10:51:11.825072Z] [debug] [pid:45741] ||| starting skopeo_integration tests/containers/skopeo_integration.pm[0m
[37m[2024-05-28T10:51:11.826760Z] [debug] [pid:45931] QEMU: Formatting '/var/lib/openqa/pool/9/raid/hd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=32212254720 backing_file=/var/lib/openqa/pool/9/raid/hd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T10:51:11.826831Z] [debug] [pid:45931] QEMU: Formatting '/var/lib/openqa/pool/9/raid/hd1-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=21474836480 backing_file=/var/lib/openqa/pool/9/raid/hd1 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T10:51:11.826884Z] [debug] [pid:45931] QEMU: Formatting '/var/lib/openqa/pool/9/raid/cd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=4497342464 backing_file=/var/lib/openqa/pool/9/raid/cd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[2024-05-28T10:51:11.827620Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T10:51:11.827749Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T10:51:11.828304Z] [debug] [pid:45931] <<< consoles::virtio_terminal::open_pipe(pipe_prefix="/var/lib/openqa/pool/9/virtio_console")
[33m[2024-05-28T10:51:11.829518Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[33m[2024-05-28T10:51:11.829682Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[37m[2024-05-28T10:51:11.830134Z] [debug] [pid:45741] activate_console, console: root-virtio-terminal, type: virtio-terminal[0m
[2024-05-28T10:51:11.830282Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:162 called bmwqemu::log_call
[2024-05-28T10:51:11.830324Z] [debug] [pid:45741] <<< serial_terminal::login()
[2024-05-28T10:51:11.830487Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:167 called testapi::wait_serial
[2024-05-28T10:51:11.830650Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/login:\s*$/ui, timeout=3, expect_not_found=0, quiet=1, buffer_size=undef)
[2024-05-28T10:51:11.831252Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^ui:login:\\s*\$)", no_regex=0, record_output=undef, quiet=1, expect_not_found=0, timeout=3, cmd="backend_wait_serial", pattern="(?^ui:login:\\s*\$)", buffer_size=undef, json_cmd_token="meGonpeO")
[33m[2024-05-28T10:51:11.831437Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000341474999004276 seconds: login: [0m
[32m[2024-05-28T10:51:11.832173Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T10:51:11.832289Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:170 called testapi::send_key
[2024-05-28T10:51:11.832374Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T10:51:11.832725Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_send_key", key="ret", json_cmd_token="mZwWOSoY")
[2024-05-28T10:51:11.832989Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:171 called testapi::wait_serial
[2024-05-28T10:51:11.833150Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/login:\s*$/ui, record_output=undef, no_regex=0, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:11.833490Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^ui:login:\\s*\$)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^ui:login:\\s*\$)", buffer_size=undef, json_cmd_token="wAfUuNBO")
[33m[2024-05-28T10:51:12.108654Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.275226792997273 seconds: login: [0m
[32m[2024-05-28T10:51:12.109179Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T10:51:12.109718Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="root\n", lf=1, json_cmd_token="LapOTCXY")
[2024-05-28T10:51:12.110040Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:175 called testapi::wait_serial
[2024-05-28T10:51:12.110212Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/root/ui, timeout=3, no_regex=0, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:12.110692Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^ui:root)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=3, json_cmd_token="YsMWEGpu", pattern="(?^ui:root)", buffer_size=undef)
[32m[2024-05-28T10:51:15.113616Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:root): fail[0m
[2024-05-28T10:51:15.113852Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:176 called testapi::record_info
[2024-05-28T10:51:15.114037Z] [debug] [pid:45741] <<< testapi::record_info(title="RELOGIN", output="Need to retry login to workaround virtio console race", result="softfail")
[2024-05-28T10:51:15.115120Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="oFMorAVd", lf=1, text="root\n", cmd="backend_type_string")
[2024-05-28T10:51:15.115767Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:178 called testapi::wait_serial
[2024-05-28T10:51:15.116079Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/root/ui, record_output=undef, no_regex=0, timeout=3)
[2024-05-28T10:51:15.117101Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^ui:root)", no_regex=0, expect_not_found=0, quiet=undef, timeout=3, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^ui:root)", json_cmd_token="hZjjjiaK")
[33m[2024-05-28T10:51:15.117338Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000462607000372373 seconds: root[0m
[32m[2024-05-28T10:51:15.118098Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:root): ok[0m
[2024-05-28T10:51:15.118340Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:182 called testapi::wait_serial
[2024-05-28T10:51:15.118593Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=30, regexp=qr/Password:\s*$/ui, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:15.119546Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", pattern="(?^ui:Password:\\s*\$)", buffer_size=undef, json_cmd_token="MESHuMgT", record_output=undef, regexp="(?^ui:Password:\\s*\$)", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:15.148682Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0292522349991486 seconds: Password: [0m
[32m[2024-05-28T10:51:15.149804Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:Password:\s*$): ok[0m
[2024-05-28T10:51:15.150941Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="[masked]", secret=1, cmd="backend_type_string", json_cmd_token="NSNTqwVv", max_interval=100)
[2024-05-28T10:51:15.151480Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:184 called testapi::send_key
[2024-05-28T10:51:15.151628Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T10:51:15.152292Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(key="ret", json_cmd_token="QexgpbhE", cmd="backend_send_key", text="\n")
[2024-05-28T10:51:15.152824Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:186 called testapi::wait_serial
[2024-05-28T10:51:15.153049Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, no_regex=0, timeout=90, record_output=undef)
[2024-05-28T10:51:15.153788Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="xYVlqmrs", pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", record_output=undef, no_regex=0)
[33m[2024-05-28T10:51:15.489456Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.335834659999819 seconds: [1msusetest:~ #[m(B [0m
[32m[2024-05-28T10:51:15.490225Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T10:51:15.490829Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="LqKcCTfM", cmd="backend_type_string", text="export TERM=dumb; stty cols 2048; exec \$SHELL\n")
[2024-05-28T10:51:15.491259Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:190 called testapi::wait_serial
[2024-05-28T10:51:15.491439Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:15.491974Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", record_output=undef, no_regex=0, pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, json_cmd_token="CYcLKTVV", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:15.516989Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0251273889989534 seconds: susetest:~ # [0m
[32m[2024-05-28T10:51:15.517387Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T10:51:15.517968Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="QpFrkwuO", cmd="backend_type_string", text="PS1=\"# \"\n")
[2024-05-28T10:51:15.518281Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:191 called serial_terminal::set_serial_prompt -> lib/serial_terminal.pm:143 called testapi::wait_serial
[2024-05-28T10:51:15.518432Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="PS1=\"# \"", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:15.518975Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="vHCTsLJZ", pattern=[
    "PS1=\"# \""
  ], buffer_size=undef, regexp="PS1=\"# \"", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:15.519103Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000275753001915291 seconds: PS1="# "[0m
[32m[2024-05-28T10:51:15.519429Z] [debug] [pid:45741] >>> testapi::wait_serial: PS1="# ": ok[0m
[2024-05-28T10:51:15.519565Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:15.519658Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="export TERM=dumb", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:51:15.519811Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:15.519923Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:15.520440Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="ArUNBiPL", buffer_size=undef, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:15.520543Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000231393001740798 seconds: # [0m
[32m[2024-05-28T10:51:15.520812Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:15.521155Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="export TERM=dumb", cmd="backend_type_string", json_cmd_token="CPYPubIr")
[2024-05-28T10:51:15.521648Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="xBkCUJNe", text="; echo Gi8yV-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:15.521871Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:15.522005Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="export TERM=dumb; echo Gi8yV-\$?-", buffer_size=144, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:15.522446Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="SPlqOXcU", pattern=[
    "export TERM=dumb; echo Gi8yV-\$?-"
  ], buffer_size=144, record_output=undef, regexp="export TERM=dumb; echo Gi8yV-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:15.522560Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243163001869107 seconds: export TERM=dumb; echo Gi8yV-$?-[0m
[32m[2024-05-28T10:51:15.522810Z] [debug] [pid:45741] >>> testapi::wait_serial: export TERM=dumb; echo Gi8yV-$?-: ok[0m
[2024-05-28T10:51:15.523145Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="DQwYKfsZ")
[2024-05-28T10:51:15.523356Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:15.523482Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp=qr/Gi8yV-\d+-/u, no_regex=0, record_output=undef, timeout=90)
[2024-05-28T10:51:15.523879Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="nCOuyboT", pattern="(?^u:Gi8yV-\\d+-)", buffer_size=undef, record_output=undef, regexp="(?^u:Gi8yV-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:15.523994Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220322999666678 seconds: Gi8yV-0-[0m
[32m[2024-05-28T10:51:15.524247Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Gi8yV-\d+-): ok[0m
[2024-05-28T10:51:15.524371Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:15.524466Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo Logged into \$(tty)", result_title="vconsole_login", timeout=30, quiet=undef, fail_message="")
[2024-05-28T10:51:15.524553Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:15.524656Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", no_regex=1, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:15.524993Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="uTTWQiPy", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T10:51:15.525055Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000160112002049573 seconds: # [0m
[32m[2024-05-28T10:51:15.525278Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:15.525548Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo Logged into \$(tty)", cmd="backend_type_string", json_cmd_token="NjKeSxoo")
[2024-05-28T10:51:15.525883Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 1XrKo-\$?-", json_cmd_token="MOwOHpva")
[2024-05-28T10:51:15.526057Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:15.526178Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=151, quiet=undef, record_output=undef, timeout=90, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", no_regex=1)
[2024-05-28T10:51:15.526503Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "echo Logged into \$(tty); echo 1XrKo-\$?-"
  ], json_cmd_token="QHPoFAai", buffer_size=151, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:15.526587Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173882999661146 seconds: echo Logged into $(tty); echo 1XrKo-$?-[0m
[32m[2024-05-28T10:51:15.526818Z] [debug] [pid:45741] >>> testapi::wait_serial: echo Logged into $(tty); echo 1XrKo-$?-: ok[0m
[2024-05-28T10:51:15.527055Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="UcOUZSeQ")
[2024-05-28T10:51:15.527238Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:15.527359Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp=qr/1XrKo-\d+-/u, record_output=undef, timeout=30, no_regex=0)
[2024-05-28T10:51:15.527669Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, pattern="(?^u:1XrKo-\\d+-)", json_cmd_token="tRhRnMQh", buffer_size=undef, no_regex=0, regexp="(?^u:1XrKo-\\d+-)", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:15.528402Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000809680997917894 seconds: 1XrKo-0-[0m
[32m[2024-05-28T10:51:15.528635Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:1XrKo-\d+-): ok[0m
[2024-05-28T10:51:15.528843Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:51:15.528941Z] [debug] [pid:45741] <<< testapi::script_run(cmd="which bats", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T10:51:15.529024Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:51:15.529124Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, timeout=90, regexp="# ")
[2024-05-28T10:51:15.529442Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="JKIIkjXT", pattern=[
    "# "
  ], buffer_size=undef, no_regex=1, record_output=undef, regexp="# ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:15.529514Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160102001245832 seconds: # [0m
[32m[2024-05-28T10:51:15.529739Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:15.529989Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="which bats", json_cmd_token="hfafmhzK")
[2024-05-28T10:51:15.530315Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="bqHcnbWi", text="; echo d3J0P-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:15.530481Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:51:15.530598Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="which bats; echo d3J0P-\$?-", timeout=90, quiet=undef, buffer_size=138, expect_not_found=0)
[2024-05-28T10:51:15.530905Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="which bats; echo d3J0P-\$?-", json_cmd_token="JiGQXBLo", pattern=[
    "which bats; echo d3J0P-\$?-"
  ], buffer_size=138, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:15.530978Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160621999384603 seconds: which bats; echo d3J0P-$?-[0m
[32m[2024-05-28T10:51:15.531195Z] [debug] [pid:45741] >>> testapi::wait_serial: which bats; echo d3J0P-$?-: ok[0m
[2024-05-28T10:51:15.531432Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XtGHXIQK", cmd="backend_type_string", text="\n")
[2024-05-28T10:51:15.531605Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:51:15.531725Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=0, timeout=30, record_output=undef, regexp=qr/d3J0P-\d+-/u)
[2024-05-28T10:51:15.532041Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="KSDRtiDj", pattern="(?^u:d3J0P-\\d+-)", buffer_size=undef, timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=0, regexp="(?^u:d3J0P-\\d+-)", record_output=undef)
[33m[2024-05-28T10:51:15.534028Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00206996799897752 seconds: d3J0P-1-[0m
[32m[2024-05-28T10:51:15.534275Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:d3J0P-\d+-): ok[0m
[2024-05-28T10:51:15.534412Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:15.534515Z] [debug] [pid:45741] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -", die_on_timeout=1, timeout=303, quiet=undef, output="")
[2024-05-28T10:51:15.534601Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:15.534712Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, timeout=90, record_output=undef, regexp="# ")
[2024-05-28T10:51:15.535042Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="tbnfgCzU", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:15.535114Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163132001034683 seconds: # [0m
[32m[2024-05-28T10:51:15.535344Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:15.535595Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ziLebVnf", text="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -", cmd="backend_type_string")
[2024-05-28T10:51:15.535916Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="HEitHBQB", text="; echo EPUlL-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:15.536090Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:15.536212Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=234, quiet=undef, no_regex=1, regexp="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-", timeout=90, record_output=undef)
[2024-05-28T10:51:15.536539Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-", no_regex=1, buffer_size=234, pattern=[
    "timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-"
  ], json_cmd_token="kDMbzUZw", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:15.536634Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000185871998837683 seconds: timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-[0m
[32m[2024-05-28T10:51:15.536863Z] [debug] [pid:45741] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-: ok[0m
[2024-05-28T10:51:15.537113Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="bamWQWgI")
[2024-05-28T10:51:15.537305Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:15.537423Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=303, regexp=qr/EPUlL-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:15.537729Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=303, pattern="(?^u:EPUlL-\\d+-)", json_cmd_token="SxUqKcZN", buffer_size=undef, record_output=undef, no_regex=0, regexp="(?^u:EPUlL-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:15.977734Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.43998519500019 seconds: EPUlL-0-[0m
[32m[2024-05-28T10:51:15.978428Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:EPUlL-\d+-): ok[0m
[2024-05-28T10:51:15.978602Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T10:51:15.978706Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd bats-core-1.11.0", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:51:15.978806Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T10:51:15.978914Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, no_regex=1)
[2024-05-28T10:51:15.979484Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="GgNaaTrR", record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:15.979576Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234622999414569 seconds: # [0m
[32m[2024-05-28T10:51:15.979882Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:15.980233Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="QsGmSkLm", text="cd bats-core-1.11.0", cmd="backend_type_string")
[2024-05-28T10:51:15.980698Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="gMVIdPqy", text="; echo 2GxhO-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:15.980966Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T10:51:15.981097Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="cd bats-core-1.11.0; echo 2GxhO-\$?-", buffer_size=147, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:15.981507Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=147, pattern=[
    "cd bats-core-1.11.0; echo 2GxhO-\$?-"
  ], json_cmd_token="qkUzoPnW", regexp="cd bats-core-1.11.0; echo 2GxhO-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:15.981587Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184431999514345 seconds: cd bats-core-1.11.0; echo 2GxhO-$?-[0m
[32m[2024-05-28T10:51:15.981903Z] [debug] [pid:45741] >>> testapi::wait_serial: cd bats-core-1.11.0; echo 2GxhO-$?-: ok[0m
[2024-05-28T10:51:15.982214Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="IBcZEeMJ")
[2024-05-28T10:51:15.982468Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T10:51:15.982614Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/2GxhO-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:15.982950Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:2GxhO-\\d+-)", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern="(?^u:2GxhO-\\d+-)", json_cmd_token="wPBjfaaW", buffer_size=undef)
[33m[2024-05-28T10:51:15.983051Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169451999681769 seconds: 2GxhO-0-[0m
[32m[2024-05-28T10:51:15.983293Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:2GxhO-\d+-): ok[0m
[2024-05-28T10:51:15.983398Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T10:51:15.983485Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="bash ./install.sh /usr/local", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:51:15.983569Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T10:51:15.983673Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="# ", no_regex=1, record_output=undef, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:15.983996Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="CyLWfgLs", regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:15.984067Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000159322000399698 seconds: # [0m
[32m[2024-05-28T10:51:15.984304Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:15.984551Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="bash ./install.sh /usr/local", json_cmd_token="neWhpZjb")
[2024-05-28T10:51:15.984902Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo rMnnk-\$?-", json_cmd_token="LmnyYhcJ")
[2024-05-28T10:51:15.985110Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T10:51:15.985237Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=156, quiet=undef, no_regex=1, timeout=90, record_output=undef, regexp="bash ./install.sh /usr/local; echo rMnnk-\$?-")
[2024-05-28T10:51:15.985555Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "bash ./install.sh /usr/local; echo rMnnk-\$?-"
  ], json_cmd_token="uiZYnKgE", buffer_size=156, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="bash ./install.sh /usr/local; echo rMnnk-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T10:51:15.985640Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171732001035707 seconds: bash ./install.sh /usr/local; echo rMnnk-$?-[0m
[32m[2024-05-28T10:51:15.985870Z] [debug] [pid:45741] >>> testapi::wait_serial: bash ./install.sh /usr/local; echo rMnnk-$?-: ok[0m
[2024-05-28T10:51:15.986174Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="iSJemZJl")
[2024-05-28T10:51:15.986405Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T10:51:15.986581Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, timeout=90, no_regex=0, regexp=qr/rMnnk-\d+-/u)
[2024-05-28T10:51:15.986940Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="ceVqDwgd", pattern="(?^u:rMnnk-\\d+-)", buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:rMnnk-\\d+-)", no_regex=0)
[33m[2024-05-28T10:51:16.005876Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0190133770011016 seconds: rMnnk-0-[0m
[32m[2024-05-28T10:51:16.006181Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:rMnnk-\d+-): ok[0m
[2024-05-28T10:51:16.006292Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T10:51:16.006395Z] [debug] [pid:45741] <<< testapi::script_run(cmd="mkdir -m 0750 /etc/sudoers.d/", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T10:51:16.006483Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T10:51:16.006588Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, timeout=90, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:16.006947Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1, pattern=[
    "# "
  ], json_cmd_token="xuTTXrIq", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:16.007027Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176902998646256 seconds: # [0m
[32m[2024-05-28T10:51:16.007275Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:16.007557Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jLvqSLcn", cmd="backend_type_string", text="mkdir -m 0750 /etc/sudoers.d/")
[2024-05-28T10:51:16.007924Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo 2Suhl-\$?-", cmd="backend_type_string", json_cmd_token="vJwJLdds")
[2024-05-28T10:51:16.008110Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T10:51:16.008238Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-", no_regex=1, timeout=90, quiet=undef, buffer_size=157, expect_not_found=0)
[2024-05-28T10:51:16.008569Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-"
  ], json_cmd_token="DmwvBKEM", buffer_size=157, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T10:51:16.008647Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170142000570195 seconds: mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-[0m
[32m[2024-05-28T10:51:16.008907Z] [debug] [pid:45741] >>> testapi::wait_serial: mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-: ok[0m
[2024-05-28T10:51:16.009153Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="KfXYkflk")
[2024-05-28T10:51:16.009359Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T10:51:16.009586Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=30, record_output=undef, regexp=qr/2Suhl-\d+-/u, no_regex=0)
[2024-05-28T10:51:16.009932Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:2Suhl-\\d+-)", record_output=undef, no_regex=0, pattern="(?^u:2Suhl-\\d+-)", json_cmd_token="NnxJEQyP", buffer_size=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T10:51:16.010889Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.001033874003042 seconds: 2Suhl-1-[0m
[32m[2024-05-28T10:51:16.011189Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:2Suhl-\d+-): ok[0m
[2024-05-28T10:51:16.011309Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:16.011420Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:51:16.011522Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:16.011643Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="# ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:16.011970Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mjfLpzza")
[33m[2024-05-28T10:51:16.012056Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174451997736469 seconds: # [0m
[32m[2024-05-28T10:51:16.012323Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:16.012582Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="qtSzwFOC", cmd="backend_type_string", text="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal")
[2024-05-28T10:51:16.012925Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Qtff8-\$?-", json_cmd_token="mtbbOLuN")
[2024-05-28T10:51:16.013123Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:16.013275Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=228, record_output=undef, timeout=90, no_regex=1, regexp="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-")
[2024-05-28T10:51:16.013607Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=228, pattern=[
    "echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-"
  ], json_cmd_token="LSZneJWy", regexp="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:16.013691Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000174592001712881 seconds: echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-[0m
[32m[2024-05-28T10:51:16.013971Z] [debug] [pid:45741] >>> testapi::wait_serial: echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-: ok[0m
[2024-05-28T10:51:16.014235Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="rqbxUKMO", cmd="backend_type_string", text="\n")
[2024-05-28T10:51:16.014441Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:16.014595Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp=qr/Qtff8-\d+-/u, record_output=undef, no_regex=0, timeout=90)
[2024-05-28T10:51:16.014912Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:Qtff8-\\d+-)", json_cmd_token="TFdxKxnO", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^u:Qtff8-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T10:51:16.014996Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164701999892714 seconds: Qtff8-0-[0m
[32m[2024-05-28T10:51:16.015252Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Qtff8-\d+-): ok[0m
[2024-05-28T10:51:16.015405Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:51:16.015502Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rpm -q jq openssl podman python3-passlib skopeo", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T10:51:16.015595Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:51:16.015697Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="# ", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:16.016018Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HwxDhNeK")
[33m[2024-05-28T10:51:16.016092Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000165202000061981 seconds: # [0m
[32m[2024-05-28T10:51:16.016330Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:16.016572Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="eHOhpixq", cmd="backend_type_string", text="rpm -q jq openssl podman python3-passlib skopeo")
[2024-05-28T10:51:16.016921Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="dJlLdxOU", cmd="backend_type_string", text="; echo U8erz-\$?-")
[2024-05-28T10:51:16.017130Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:51:16.017264Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="rpm -q jq openssl podman python3-passlib skopeo; echo U8erz-\$?-", quiet=undef, buffer_size=175, expect_not_found=0)
[2024-05-28T10:51:16.017598Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="rpm -q jq openssl podman python3-passlib skopeo; echo U8erz-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=175, pattern=[
    "rpm -q jq openssl podman python3-passlib skopeo; echo U8erz-\$?-"
  ], json_cmd_token="dXwRtbBK")
[33m[2024-05-28T10:51:16.017679Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171111998497508 seconds: rpm -q jq openssl podman python3-passlib skopeo; echo U8erz-$?-[0m
[32m[2024-05-28T10:51:16.017911Z] [debug] [pid:45741] >>> testapi::wait_serial: rpm -q jq openssl podman python3-passlib skopeo; echo U8erz-$?-: ok[0m
[2024-05-28T10:51:16.018165Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="hQqoftsZ")
[2024-05-28T10:51:16.018356Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:51:16.018478Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=30, regexp=qr/U8erz-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:16.018791Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:U8erz-\\d+-)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", pattern="(?^u:U8erz-\\d+-)", json_cmd_token="ebPnLTTv", buffer_size=undef)
[33m[2024-05-28T10:51:16.058191Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 13 loops & 0.0394559330015909 seconds: U8erz-5-[0m
[32m[2024-05-28T10:51:16.058613Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:U8erz-\d+-): ok[0m
[2024-05-28T10:51:16.058859Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:51:16.058987Z] [debug] [pid:45741] <<< testapi::script_run(cmd="zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit \${PIPESTATUS[0]} )", timeout=700, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T10:51:16.059097Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:51:16.059227Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:16.059655Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mwBSDUUt")
[33m[2024-05-28T10:51:16.059736Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179023001692258 seconds: # [0m
[32m[2024-05-28T10:51:16.060049Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:16.060391Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string", json_cmd_token="zPswCpGF")
[2024-05-28T10:51:16.060848Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ONWqnMQI", text="; echo GHPEa-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:16.061215Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:51:16.061415Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit \${PIPESTATUS[0]} ); echo GHPEa-\$?-", expect_not_found=0, quiet=undef, buffer_size=214)
[2024-05-28T10:51:16.062240Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="sLlrCyfO", pattern=[
    "zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit \${PIPESTATUS[0]} ); echo GHPEa-\$?-"
  ], buffer_size=214, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit \${PIPESTATUS[0]} ); echo GHPEa-\$?-")
[33m[2024-05-28T10:51:16.062398Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285914000414778 seconds: zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit ${PIPESTATUS[0]} ); echo GHPEa-$?-[0m
[32m[2024-05-28T10:51:16.062768Z] [debug] [pid:45741] >>> testapi::wait_serial: zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit ${PIPESTATUS[0]} ); echo GHPEa-$?-: ok[0m
[2024-05-28T10:51:16.063200Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="TNSqHToo")
[2024-05-28T10:51:16.063548Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:56 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:51:16.063784Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/GHPEa-\d+-/u, record_output=undef, timeout=700, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:16.064280Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=700, cmd="backend_wait_serial", json_cmd_token="EkcyYVJY", pattern="(?^u:GHPEa-\\d+-)", buffer_size=undef, record_output=undef, regexp="(?^u:GHPEa-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:29.031864Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 382 loops & 12.9675212929978 seconds: GHPEa-0-[0m
[32m[2024-05-28T10:51:29.033073Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:GHPEa-\d+-): ok[0m
[2024-05-28T10:51:29.033606Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:58 called testapi::assert_script_run
[2024-05-28T10:51:29.033817Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:51:29.034002Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:58 called testapi::assert_script_run
[2024-05-28T10:51:29.034229Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, regexp="# ", no_regex=1, timeout=90)
[2024-05-28T10:51:29.035431Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FrNXlVOd")
[33m[2024-05-28T10:51:29.035674Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000525586998264771 seconds: # [0m
[32m[2024-05-28T10:51:29.036392Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:29.037197Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd", cmd="backend_type_string", json_cmd_token="ksYQAcTb")
[2024-05-28T10:51:29.038370Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo QrVEk-\$?-", cmd="backend_type_string", json_cmd_token="PtOIEhYv")
[2024-05-28T10:51:29.038945Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:58 called testapi::assert_script_run
[2024-05-28T10:51:29.039232Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=223, timeout=90, record_output=undef, no_regex=1, regexp="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-\$?-")
[2024-05-28T10:51:29.040226Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-\$?-", no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-\$?-"
  ], json_cmd_token="knWEFnyJ", buffer_size=223)
[33m[2024-05-28T10:51:29.040428Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000451356001576642 seconds: curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-$?-[0m
[32m[2024-05-28T10:51:29.041143Z] [debug] [pid:45741] >>> testapi::wait_serial: curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-$?-: ok[0m
[2024-05-28T10:51:29.041910Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="cbcAzXOY")
[2024-05-28T10:51:29.042443Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:58 called testapi::assert_script_run
[2024-05-28T10:51:29.042711Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/QrVEk-\d+-/u, record_output=undef, no_regex=0, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:29.043574Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:QrVEk-\\d+-)", no_regex=0, record_output=undef, pattern="(?^u:QrVEk-\\d+-)", buffer_size=undef, json_cmd_token="yTlNBDqX", cmd="backend_wait_serial", timeout=90)
[2024-05-28T10:51:29.059942Z] [info] [pid:45720] Test data requested: opensuse/data/containers/htpasswd
[33m[2024-05-28T10:51:29.064233Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 320 loops & 0.020848421001574 seconds: QrVEk-0-[0m
[32m[2024-05-28T10:51:29.064899Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:QrVEk-\d+-): ok[0m
[2024-05-28T10:51:29.065119Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:59 called testapi::assert_script_run
[2024-05-28T10:51:29.065303Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="chmod +x /usr/local/bin/htpasswd", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:51:29.065467Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:59 called testapi::assert_script_run
[2024-05-28T10:51:29.065669Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, timeout=90, no_regex=1, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:29.066399Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="eIpsOYgy", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T10:51:29.066535Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000328964000800624 seconds: # [0m
[32m[2024-05-28T10:51:29.067124Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:29.067684Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="chmod +x /usr/local/bin/htpasswd", json_cmd_token="LsjzqFQe")
[2024-05-28T10:51:29.068540Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo jUb2K-\$?-", cmd="backend_type_string", json_cmd_token="qbNIdFab")
[2024-05-28T10:51:29.068858Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:59 called testapi::assert_script_run
[2024-05-28T10:51:29.069021Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="chmod +x /usr/local/bin/htpasswd; echo jUb2K-\$?-", expect_not_found=0, quiet=undef, buffer_size=160)
[2024-05-28T10:51:29.069443Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="chmod +x /usr/local/bin/htpasswd; echo jUb2K-\$?-", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "chmod +x /usr/local/bin/htpasswd; echo jUb2K-\$?-"
  ], buffer_size=160, json_cmd_token="iyeHvjsL")
[33m[2024-05-28T10:51:29.069522Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179722999746446 seconds: chmod +x /usr/local/bin/htpasswd; echo jUb2K-$?-[0m
[32m[2024-05-28T10:51:29.069856Z] [debug] [pid:45741] >>> testapi::wait_serial: chmod +x /usr/local/bin/htpasswd; echo jUb2K-$?-: ok[0m
[2024-05-28T10:51:29.070197Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yQeXnBFH", cmd="backend_type_string", text="\n")
[2024-05-28T10:51:29.070447Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:59 called testapi::assert_script_run
[2024-05-28T10:51:29.070564Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=90, regexp=qr/jUb2K-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:29.070949Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:jUb2K-\\d+-)", record_output=undef, no_regex=0, pattern="(?^u:jUb2K-\\d+-)", json_cmd_token="CmXtJEjp", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:29.071315Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000443165998149198 seconds: jUb2K-0-[0m
[32m[2024-05-28T10:51:29.071561Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:jUb2K-\d+-): ok[0m
[2024-05-28T10:51:29.071736Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.071849Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:29.072185Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="fKnfLiYn", record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:29.072259Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163421998877311 seconds: # [0m
[32m[2024-05-28T10:51:29.072493Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:29.072562Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.072613Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptQHMIN.sh :\n \"cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-\" \n")
[2024-05-28T10:51:29.072854Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-\n", cmd="backend_type_string", json_cmd_token="RqAhaDCR")
[2024-05-28T10:51:29.073034Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.073151Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-", timeout=90, record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:29.073473Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="vuSbCMas", pattern=[
    "cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-"
  ], buffer_size=undef)
[33m[2024-05-28T10:51:29.073548Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164752000273438 seconds: cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-$?-[0m
[32m[2024-05-28T10:51:29.073776Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-$?-: ok[0m
[2024-05-28T10:51:29.073859Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.073962Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="> ", no_regex=1, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:29.074274Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="umQTJKYs", pattern=[
    "> "
  ], buffer_size=undef)
[33m[2024-05-28T10:51:29.074342Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000153992001287406 seconds: > [0m
[32m[2024-05-28T10:51:29.074576Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T10:51:29.074819Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="skopeo --version\nEOT_QHMIN\n", cmd="backend_type_string", json_cmd_token="kituYRgP")
[2024-05-28T10:51:29.074986Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.075099Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="> EOT_QHMIN", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:29.075407Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="> EOT_QHMIN", buffer_size=undef, pattern=[
    "> EOT_QHMIN"
  ], json_cmd_token="QWpUyqcc", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:29.075479Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015569199968013 seconds: > EOT_QHMIN[0m
[32m[2024-05-28T10:51:29.075701Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_QHMIN: ok[0m
[2024-05-28T10:51:29.075778Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.075880Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, record_output=undef, regexp="QHMIN-0-", timeout=90)
[2024-05-28T10:51:29.076176Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=0, regexp="QHMIN-0-", buffer_size=undef, pattern="QHMIN-0-", json_cmd_token="wlgBfVRN", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:29.076257Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160442003107164 seconds: QHMIN-0-[0m
[32m[2024-05-28T10:51:29.076475Z] [debug] [pid:45741] >>> testapi::wait_serial: QHMIN-0-: ok[0m
[2024-05-28T10:51:29.076557Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.076661Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="# ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:29.076957Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", json_cmd_token="FfNcLwhA", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:29.077029Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157042002683738 seconds: # [0m
[32m[2024-05-28T10:51:29.077246Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:29.077473Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yQiwJlOG", text="echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-\n", cmd="backend_type_string")
[2024-05-28T10:51:29.077630Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.077745Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-", timeout=90)
[2024-05-28T10:51:29.078058Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-", no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-"
  ], json_cmd_token="bknkklTP", buffer_size=undef)
[33m[2024-05-28T10:51:29.078152Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000182772000698606 seconds: echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-$?-[0m
[32m[2024-05-28T10:51:29.078369Z] [debug] [pid:45741] >>> testapi::wait_serial: echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-$?-: ok[0m
[2024-05-28T10:51:29.078447Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::script_output
[2024-05-28T10:51:29.078555Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=1, timeout=90, regexp="SCRIPT_FINISHEDQHMIN-\\d+-", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:29.078857Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="SCRIPT_FINISHEDQHMIN-\\d+-", buffer_size=undef, json_cmd_token="WDfViPtq", record_output=1, regexp="SCRIPT_FINISHEDQHMIN-\\d+-", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:29.092485Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0136998639973172 seconds: SCRIPT_FINISHEDQHMIN-0-[0m
[32m[2024-05-28T10:51:29.093001Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDQHMIN-\d+-: ok[0m
[2024-05-28T10:51:29.093243Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:61 called testapi::record_info
[2024-05-28T10:51:29.093403Z] [debug] [pid:45741] <<< testapi::record_info(title="skopeo version", output="skopeo version 1.15.0", result="ok")
[2024-05-28T10:51:29.093690Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:63 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:51:29.093808Z] [debug] [pid:45741] <<< testapi::script_run(cmd="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T10:51:29.093908Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:63 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:51:29.094035Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="# ", record_output=undef, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:29.094452Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ygvIwhrt")
[33m[2024-05-28T10:51:29.094540Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196852997760288 seconds: # [0m
[32m[2024-05-28T10:51:29.094803Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:29.095075Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="NWYTCGSE", cmd="backend_type_string", text="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf")
[2024-05-28T10:51:29.095424Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="JcJGIGkI", cmd="backend_type_string", text="; echo WYFRk-\$?-")
[2024-05-28T10:51:29.095610Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:63 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:51:29.095759Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=203, quiet=undef, timeout=90, no_regex=1, record_output=undef, regexp="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-")
[2024-05-28T10:51:29.096123Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-"
  ], json_cmd_token="gzhDUwxX", buffer_size=203)
[33m[2024-05-28T10:51:29.096228Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223232997086598 seconds: test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-[0m
[32m[2024-05-28T10:51:29.096491Z] [debug] [pid:45741] >>> testapi::wait_serial: test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-: ok[0m
[2024-05-28T10:51:29.096747Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="LRUBQLys")
[2024-05-28T10:51:29.096925Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:63 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:51:29.097043Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/WYFRk-\d+-/u, record_output=undef, timeout=30, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:29.097374Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:WYFRk-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, buffer_size=undef, pattern="(?^u:WYFRk-\\d+-)", json_cmd_token="bxqkZiay")
[33m[2024-05-28T10:51:29.097472Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196692999452353 seconds: WYFRk-1-[0m
[32m[2024-05-28T10:51:29.097695Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:WYFRk-\d+-): ok[0m
[2024-05-28T10:51:29.097799Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:51:29.097889Z] [debug] [pid:45741] <<< testapi::script_run(cmd="grep bernhard /etc/passwd", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T10:51:29.097969Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:51:29.098066Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", no_regex=1, record_output=undef, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:29.098400Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="LWJMWImq", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T10:51:29.098470Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178422000317369 seconds: # [0m
[32m[2024-05-28T10:51:29.098689Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:51:29.098932Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="MNdjkxdA", cmd="backend_type_string", text="grep bernhard /etc/passwd")
[2024-05-28T10:51:29.099262Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="KVSrjSWQ", text="; echo bup7F-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:29.099434Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:51:29.099548Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", timeout=90, no_regex=1, buffer_size=153, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:29.099843Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", record_output=undef, buffer_size=153, pattern=[
    "grep bernhard /etc/passwd; echo bup7F-\$?-"
  ], json_cmd_token="FBbaZJFq", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:29.099924Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169692000781652 seconds: grep bernhard /etc/passwd; echo bup7F-$?-[0m
[32m[2024-05-28T10:51:29.100143Z] [debug] [pid:45741] >>> testapi::wait_serial: grep bernhard /etc/passwd; echo bup7F-$?-: ok[0m
[2024-05-28T10:51:29.100369Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="YOYCkIUC", cmd="backend_type_string", text="\n")
[2024-05-28T10:51:29.100537Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:51:29.100648Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/bup7F-\d+-/u, record_output=undef, no_regex=0, timeout=30)
[2024-05-28T10:51:29.100950Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:bup7F-\\d+-)", json_cmd_token="LNnvPiOL", buffer_size=undef, timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=0, regexp="(?^u:bup7F-\\d+-)", record_output=undef)
[33m[2024-05-28T10:51:29.101755Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000885842000570847 seconds: bup7F-0-[0m
[32m[2024-05-28T10:51:29.101986Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:bup7F-\d+-): ok[0m
[2024-05-28T10:51:29.102132Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T10:51:29.102187Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="user-virtio-terminal")
[2024-05-28T10:51:29.102465Z] [debug] [pid:45931] <<< consoles::virtio_terminal::open_pipe(pipe_prefix="/var/lib/openqa/pool/9/virtio_console_user")
[33m[2024-05-28T10:51:29.102791Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[33m[2024-05-28T10:51:29.102914Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[37m[2024-05-28T10:51:29.103118Z] [debug] [pid:45741] activate_console, console: user-virtio-terminal, type: virtio-terminal[0m
[2024-05-28T10:51:29.103213Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:162 called bmwqemu::log_call
[2024-05-28T10:51:29.103243Z] [debug] [pid:45741] <<< serial_terminal::login()
[2024-05-28T10:51:29.103323Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:167 called testapi::wait_serial
[2024-05-28T10:51:29.103433Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, regexp=qr/login:\s*$/ui, timeout=3, buffer_size=undef, quiet=1, expect_not_found=0)
[2024-05-28T10:51:29.103755Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, record_output=undef, no_regex=0, regexp="(?^ui:login:\\s*\$)", pattern="(?^ui:login:\\s*\$)", json_cmd_token="EyiEwPcK", buffer_size=undef, cmd="backend_wait_serial", timeout=3)
[33m[2024-05-28T10:51:29.103853Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184812000952661 seconds: login: [0m
[32m[2024-05-28T10:51:29.104244Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T10:51:29.104329Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:170 called testapi::send_key
[2024-05-28T10:51:29.104392Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T10:51:29.104633Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="GYJlTdcs", key="ret", cmd="backend_send_key", text="\n")
[2024-05-28T10:51:29.104814Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:171 called testapi::wait_serial
[2024-05-28T10:51:29.104926Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp=qr/login:\s*$/ui, record_output=undef, timeout=90, no_regex=0)
[2024-05-28T10:51:29.105230Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^ui:login:\\s*\$)", json_cmd_token="bDPCksUH", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^ui:login:\\s*\$)", no_regex=0)
[33m[2024-05-28T10:51:29.105308Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158931998157641 seconds: login: [0m
[32m[2024-05-28T10:51:29.105532Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T10:51:29.105778Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="nxmSsvTx", lf=1, text="bernhard\n", cmd="backend_type_string")
[2024-05-28T10:51:29.105959Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:175 called testapi::wait_serial
[2024-05-28T10:51:29.106075Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=3, regexp=qr/bernhard/ui, no_regex=0, record_output=undef)
[2024-05-28T10:51:29.106377Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=3, buffer_size=undef, pattern="(?^ui:bernhard)", json_cmd_token="UanZYYJr", regexp="(?^ui:bernhard)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:29.106455Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158391998411389 seconds: bernhard[0m
[32m[2024-05-28T10:51:29.106677Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:bernhard): ok[0m
[2024-05-28T10:51:29.106771Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:182 called testapi::wait_serial
[2024-05-28T10:51:29.106884Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/Password:\s*$/ui, record_output=undef, no_regex=0, timeout=30)
[2024-05-28T10:51:29.107189Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^ui:Password:\\s*\$)", json_cmd_token="eBoRbhxb", regexp="(?^ui:Password:\\s*\$)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:29.109506Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00239271199825453 seconds: Password: [0m
[32m[2024-05-28T10:51:29.109815Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:Password:\s*$): ok[0m
[2024-05-28T10:51:29.110192Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="[masked]", secret=1, cmd="backend_type_string", json_cmd_token="SbmXfbsL", max_interval=100)
[2024-05-28T10:51:29.110426Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:184 called testapi::send_key
[2024-05-28T10:51:29.110517Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T10:51:29.110787Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(key="ret", json_cmd_token="UwmNFzth", text="\n", cmd="backend_send_key")
[2024-05-28T10:51:29.110966Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:186 called testapi::wait_serial
[2024-05-28T10:51:29.111081Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=90, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:29.111403Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", record_output=undef, no_regex=0, pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, json_cmd_token="HZQLuZLh", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:29.402909Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.291451790999417 seconds: susetest:~> [0m
[32m[2024-05-28T10:51:29.403861Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T10:51:29.404480Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="bsLoPFAh", cmd="backend_type_string", text="export TERM=dumb; stty cols 2048; exec \$SHELL\n")
[2024-05-28T10:51:29.404979Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:190 called testapi::wait_serial
[2024-05-28T10:51:29.405217Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, no_regex=0, timeout=90)
[2024-05-28T10:51:29.405921Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", json_cmd_token="eLnbgPFv")
[33m[2024-05-28T10:51:29.427624Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0218110630012234 seconds: susetest:~> [0m
[32m[2024-05-28T10:51:29.428209Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T10:51:29.428788Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ndUIwtSc", lf=1, text="PS1=\"\$ \"\n", cmd="backend_type_string")
[2024-05-28T10:51:29.429147Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:191 called serial_terminal::set_serial_prompt -> lib/serial_terminal.pm:143 called testapi::wait_serial
[2024-05-28T10:51:29.429309Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="PS1=\"\$ \"", record_output=undef, no_regex=1, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:29.429862Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "PS1=\"\$ \""
  ], buffer_size=undef, json_cmd_token="rYojnSBg", no_regex=1, record_output=undef, regexp="PS1=\"\$ \"", quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:29.429974Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254603000939824 seconds: PS1="$ "[0m
[32m[2024-05-28T10:51:29.430372Z] [debug] [pid:45741] >>> testapi::wait_serial: PS1="$ ": ok[0m
[2024-05-28T10:51:29.430509Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:29.430631Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="export TERM=dumb", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:51:29.430808Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:29.430978Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, timeout=90, regexp="\$ ", no_regex=1)
[2024-05-28T10:51:29.431710Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="\$ ", pattern=[
    "\$ "
  ], json_cmd_token="SjwtAyLB", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:29.431849Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000310513998556416 seconds: $ [0m
[32m[2024-05-28T10:51:29.432343Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:29.432955Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="dajtcXGn", cmd="backend_type_string", text="export TERM=dumb")
[2024-05-28T10:51:29.433742Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo Gi8yV-\$?-", cmd="backend_type_string", json_cmd_token="PMLDIjse")
[2024-05-28T10:51:29.434009Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:29.434137Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="export TERM=dumb; echo Gi8yV-\$?-", record_output=undef, quiet=undef, buffer_size=144, expect_not_found=0)
[2024-05-28T10:51:29.434511Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="export TERM=dumb; echo Gi8yV-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=144, pattern=[
    "export TERM=dumb; echo Gi8yV-\$?-"
  ], json_cmd_token="dkRXYzde")
[33m[2024-05-28T10:51:29.434595Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000183813001058297 seconds: export TERM=dumb; echo Gi8yV-$?-[0m
[32m[2024-05-28T10:51:29.434846Z] [debug] [pid:45741] >>> testapi::wait_serial: export TERM=dumb; echo Gi8yV-$?-: ok[0m
[2024-05-28T10:51:29.435108Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="trOBNzgf", text="\n", cmd="backend_type_string")
[2024-05-28T10:51:29.435328Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T10:51:29.435443Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/Gi8yV-\d+-/u, timeout=90, no_regex=0, record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:29.435773Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:Gi8yV-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern="(?^u:Gi8yV-\\d+-)", json_cmd_token="ZGuKQntV", buffer_size=undef)
[33m[2024-05-28T10:51:29.435861Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175952998688444 seconds: Gi8yV-0-[0m
[32m[2024-05-28T10:51:29.436112Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Gi8yV-\d+-): ok[0m
[2024-05-28T10:51:29.436230Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:29.436325Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo Logged into \$(tty)", fail_message="", quiet=undef, timeout=30, result_title="vconsole_login")
[2024-05-28T10:51:29.436416Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:29.436524Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, regexp="\$ ", record_output=undef, no_regex=1)
[2024-05-28T10:51:29.436858Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="\$ ", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="uzwgEVoX")
[33m[2024-05-28T10:51:29.436921Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000158931998157641 seconds: $ [0m
[32m[2024-05-28T10:51:29.437153Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:29.437413Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo Logged into \$(tty)", cmd="backend_type_string", json_cmd_token="HZLHOxXp")
[2024-05-28T10:51:29.437749Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="RwJVYVSp", cmd="backend_type_string", text="; echo 1XrKo-\$?-")
[2024-05-28T10:51:29.437941Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:29.438054Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=151, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-")
[2024-05-28T10:51:29.438368Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", json_cmd_token="uLyRoFTL", pattern=[
    "echo Logged into \$(tty); echo 1XrKo-\$?-"
  ], buffer_size=151, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:29.438448Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177552999957697 seconds: echo Logged into $(tty); echo 1XrKo-$?-[0m
[32m[2024-05-28T10:51:29.438672Z] [debug] [pid:45741] >>> testapi::wait_serial: echo Logged into $(tty); echo 1XrKo-$?-: ok[0m
[2024-05-28T10:51:29.438907Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="KkbzyFhr")
[2024-05-28T10:51:29.439092Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:65 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T10:51:29.439206Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp=qr/1XrKo-\d+-/u, timeout=30, no_regex=0)
[2024-05-28T10:51:29.439509Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:1XrKo-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, json_cmd_token="dDRkNfiJ", pattern="(?^u:1XrKo-\\d+-)", buffer_size=undef)
[33m[2024-05-28T10:51:29.441347Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00191653599904384 seconds: 1XrKo-0-[0m
[32m[2024-05-28T10:51:29.441583Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:1XrKo-\d+-): ok[0m
[2024-05-28T10:51:29.441747Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:68 called testapi::assert_script_run
[2024-05-28T10:51:29.441833Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:51:29.441910Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:68 called testapi::assert_script_run
[2024-05-28T10:51:29.442009Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="\$ ", no_regex=1, record_output=undef, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:29.442321Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="\$ ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="ALxsUIEE")
[33m[2024-05-28T10:51:29.442397Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168472997756908 seconds: $ [0m
[32m[2024-05-28T10:51:29.442629Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:29.442873Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cd /var/tmp", cmd="backend_type_string", json_cmd_token="upCiDhpb")
[2024-05-28T10:51:29.443205Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo Pw7vm-\$?-", cmd="backend_type_string", json_cmd_token="pEocYeAv")
[2024-05-28T10:51:29.443366Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:68 called testapi::assert_script_run
[2024-05-28T10:51:29.443479Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="cd /var/tmp; echo Pw7vm-\$?-", timeout=90, quiet=undef, buffer_size=139, expect_not_found=0)
[2024-05-28T10:51:29.443782Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cd /var/tmp; echo Pw7vm-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "cd /var/tmp; echo Pw7vm-\$?-"
  ], json_cmd_token="JySbSYtQ", buffer_size=139)
[33m[2024-05-28T10:51:29.443857Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166232002811739 seconds: cd /var/tmp; echo Pw7vm-$?-[0m
[32m[2024-05-28T10:51:29.444088Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp; echo Pw7vm-$?-: ok[0m
[2024-05-28T10:51:29.444325Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="CrZIdwME", cmd="backend_type_string", text="\n")
[2024-05-28T10:51:29.444497Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:68 called testapi::assert_script_run
[2024-05-28T10:51:29.444613Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=0, record_output=undef, regexp=qr/Pw7vm-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:29.444916Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="ogkYXviO", pattern="(?^u:Pw7vm-\\d+-)", buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, no_regex=0, regexp="(?^u:Pw7vm-\\d+-)")
[33m[2024-05-28T10:51:29.445003Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171831998159178 seconds: Pw7vm-0-[0m
[32m[2024-05-28T10:51:29.445229Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Pw7vm-\d+-): ok[0m
[2024-05-28T10:51:29.445367Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.445475Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, timeout=90, regexp="\$ ", record_output=undef)
[2024-05-28T10:51:29.445793Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="\$ ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="kDTSTUWo", pattern=[
    "\$ "
  ], buffer_size=undef)
[33m[2024-05-28T10:51:29.445864Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000161301999469288 seconds: $ [0m
[32m[2024-05-28T10:51:29.446090Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:29.446158Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.446208Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scripth1fUK.sh :\n \"cat > /tmp/scripth1fUK.sh << 'EOT_h1fUK'; echo h1fUK-\$?-\" \n")
[2024-05-28T10:51:29.446436Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="iSjpHJhL", text="cat > /tmp/scripth1fUK.sh << 'EOT_h1fUK'; echo h1fUK-\$?-\n", cmd="backend_type_string")
[2024-05-28T10:51:29.446595Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.446708Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="cat > /tmp/scripth1fUK.sh << 'EOT_h1fUK'; echo h1fUK-\$?-", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:29.447026Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, regexp="cat > /tmp/scripth1fUK.sh << 'EOT_h1fUK'; echo h1fUK-\$?-", record_output=undef, pattern=[
    "cat > /tmp/scripth1fUK.sh << 'EOT_h1fUK'; echo h1fUK-\$?-"
  ], buffer_size=undef, json_cmd_token="uocPeYzz", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:29.447104Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016894199870876 seconds: cat > /tmp/scripth1fUK.sh << 'EOT_h1fUK'; echo h1fUK-$?-[0m
[32m[2024-05-28T10:51:29.447332Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scripth1fUK.sh << 'EOT_h1fUK'; echo h1fUK-$?-: ok[0m
[2024-05-28T10:51:29.447410Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.447515Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:29.447830Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="> ", no_regex=1, json_cmd_token="KWHryZmU", pattern=[
    "> "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:29.447893Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000153532000695122 seconds: > [0m
[32m[2024-05-28T10:51:29.448129Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T10:51:29.448378Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="skopeo --version  | awk '{ print \$3 }'\nEOT_h1fUK\n", cmd="backend_type_string", json_cmd_token="npZgZOZQ")
[2024-05-28T10:51:29.448550Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.448661Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, timeout=90, regexp="> EOT_h1fUK", record_output=undef, no_regex=1)
[2024-05-28T10:51:29.448974Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="> EOT_h1fUK", json_cmd_token="mgtYVtNB", pattern=[
    "> EOT_h1fUK"
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:29.449051Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165841996931704 seconds: > EOT_h1fUK[0m
[32m[2024-05-28T10:51:29.449277Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_h1fUK: ok[0m
[2024-05-28T10:51:29.449354Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.449465Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=90, no_regex=0, regexp="h1fUK-0-", record_output=undef)
[2024-05-28T10:51:29.449778Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="mrencsRV", pattern="h1fUK-0-", buffer_size=undef, no_regex=0, record_output=undef, regexp="h1fUK-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:51:29.450837Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0011397449998185 seconds: h1fUK-0-[0m
[32m[2024-05-28T10:51:29.451071Z] [debug] [pid:45741] >>> testapi::wait_serial: h1fUK-0-: ok[0m
[2024-05-28T10:51:29.451153Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.451256Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="\$ ", no_regex=1, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:29.451572Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="\$ ", buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="mqzXRZNU", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:29.451646Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163941997016082 seconds: $ [0m
[32m[2024-05-28T10:51:29.451869Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:29.452123Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="aFzmnozq", cmd="backend_type_string", text="echo h1fUK; bash -oe pipefail /tmp/scripth1fUK.sh ; echo SCRIPT_FINISHEDh1fUK-\$?-\n")
[2024-05-28T10:51:29.452299Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.452410Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="echo h1fUK; bash -oe pipefail /tmp/scripth1fUK.sh ; echo SCRIPT_FINISHEDh1fUK-\$?-", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:29.452734Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="dCydZJRG", pattern=[
    "echo h1fUK; bash -oe pipefail /tmp/scripth1fUK.sh ; echo SCRIPT_FINISHEDh1fUK-\$?-"
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="echo h1fUK; bash -oe pipefail /tmp/scripth1fUK.sh ; echo SCRIPT_FINISHEDh1fUK-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T10:51:29.452815Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174721997609595 seconds: echo h1fUK; bash -oe pipefail /tmp/scripth1fUK.sh ; echo SCRIPT_FINISHEDh1fUK-$?-[0m
[32m[2024-05-28T10:51:29.453042Z] [debug] [pid:45741] >>> testapi::wait_serial: echo h1fUK; bash -oe pipefail /tmp/scripth1fUK.sh ; echo SCRIPT_FINISHEDh1fUK-$?-: ok[0m
[2024-05-28T10:51:29.453123Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:71 called testapi::script_output
[2024-05-28T10:51:29.453225Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=1, regexp="SCRIPT_FINISHEDh1fUK-\\d+-", no_regex=0, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:29.453539Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDh1fUK-\\d+-", pattern="SCRIPT_FINISHEDh1fUK-\\d+-", buffer_size=undef, json_cmd_token="lCjwFHnd", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:29.471901Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0184145879975404 seconds: SCRIPT_FINISHEDh1fUK-0-[0m
[32m[2024-05-28T10:51:29.472359Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDh1fUK-\d+-: ok[0m
[2024-05-28T10:51:29.472571Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:72 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:29.472727Z] [debug] [pid:45741] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/containers/skopeo/archive/refs/tags/v1.15.0.tar.gz | tar -zxf -", quiet=undef, output="", die_on_timeout=1, timeout=303)
[2024-05-28T10:51:29.472829Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:72 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:29.472948Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="\$ ", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T10:51:29.473348Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="HGJsitmo", pattern=[
    "\$ "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1)
[33m[2024-05-28T10:51:29.473443Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216702999750851 seconds: $ [0m
[32m[2024-05-28T10:51:29.473710Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:29.473988Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="timeout  300 curl -sL https://github.com/containers/skopeo/archive/refs/tags/v1.15.0.tar.gz | tar -zxf -", cmd="backend_type_string", json_cmd_token="nkCZYdLK")
[2024-05-28T10:51:29.474524Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NqtkT-\$?-", json_cmd_token="DuGzibEY")
[2024-05-28T10:51:29.474789Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:72 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:29.474934Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="timeout  300 curl -sL https://github.com/containers/skopeo/archive/refs/tags/v1.15.0.tar.gz | tar -zxf -; echo NqtkT-\$?-", record_output=undef, expect_not_found=0, buffer_size=232, quiet=undef)
[2024-05-28T10:51:29.475405Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="timeout  300 curl -sL https://github.com/containers/skopeo/archive/refs/tags/v1.15.0.tar.gz | tar -zxf -; echo NqtkT-\$?-", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "timeout  300 curl -sL https://github.com/containers/skopeo/archive/refs/tags/v1.15.0.tar.gz | tar -zxf -; echo NqtkT-\$?-"
  ], json_cmd_token="QLshusvx", buffer_size=232)
[33m[2024-05-28T10:51:29.475511Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000236133000726113 seconds: timeout  300 curl -sL https://github.com/containers/skopeo/archive/refs/tags/v1.15.0.tar.gz | tar -zxf -; echo NqtkT-$?-[0m
[32m[2024-05-28T10:51:29.475854Z] [debug] [pid:45741] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/containers/skopeo/archive/refs/tags/v1.15.0.tar.gz | tar -zxf -; echo NqtkT-$?-: ok[0m
[2024-05-28T10:51:29.476223Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="vOiifNFl", text="\n", cmd="backend_type_string")
[2024-05-28T10:51:29.476504Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:72 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:51:29.476641Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=0, regexp=qr/NqtkT-\d+-/u, timeout=303, record_output=undef)
[2024-05-28T10:51:29.477091Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:NqtkT-\\d+-)", json_cmd_token="klbkthSy", buffer_size=undef, timeout=303, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:NqtkT-\\d+-)", no_regex=0)
[33m[2024-05-28T10:51:31.293013Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.81586924499788 seconds: NqtkT-0-[0m
[32m[2024-05-28T10:51:31.294062Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:NqtkT-\d+-): ok[0m
[2024-05-28T10:51:31.294350Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:73 called testapi::assert_script_run
[2024-05-28T10:51:31.294545Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/skopeo-1.15.0/", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:51:31.294724Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:73 called testapi::assert_script_run
[2024-05-28T10:51:31.294931Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="\$ ", no_regex=1, record_output=undef, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:31.295917Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="oQPnwHRO", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="\$ ", no_regex=1)
[33m[2024-05-28T10:51:31.296129Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000474257001769729 seconds: $ [0m
[32m[2024-05-28T10:51:31.296702Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.297333Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cd /var/tmp/skopeo-1.15.0/", cmd="backend_type_string", json_cmd_token="DJZlWnBP")
[2024-05-28T10:51:31.298163Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="agDOHobe", cmd="backend_type_string", text="; echo 9o60M-\$?-")
[2024-05-28T10:51:31.298537Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:73 called testapi::assert_script_run
[2024-05-28T10:51:31.298788Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=154, expect_not_found=0, no_regex=1, timeout=90, record_output=undef, regexp="cd /var/tmp/skopeo-1.15.0/; echo 9o60M-\$?-")
[2024-05-28T10:51:31.299559Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cd /var/tmp/skopeo-1.15.0/; echo 9o60M-\$?-", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "cd /var/tmp/skopeo-1.15.0/; echo 9o60M-\$?-"
  ], json_cmd_token="pwaFjWof", buffer_size=154)
[33m[2024-05-28T10:51:31.299743Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000403115998778958 seconds: cd /var/tmp/skopeo-1.15.0/; echo 9o60M-$?-[0m
[32m[2024-05-28T10:51:31.300264Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/skopeo-1.15.0/; echo 9o60M-$?-: ok[0m
[2024-05-28T10:51:31.300890Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="lnRpISSn")
[2024-05-28T10:51:31.301300Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:73 called testapi::assert_script_run
[2024-05-28T10:51:31.301546Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/9o60M-\d+-/u, timeout=90)
[2024-05-28T10:51:31.301965Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="(?^u:9o60M-\\d+-)", json_cmd_token="skVjUfSD", buffer_size=undef, record_output=undef, regexp="(?^u:9o60M-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:31.302061Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000182811996637611 seconds: 9o60M-0-[0m
[32m[2024-05-28T10:51:31.302359Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:9o60M-\d+-): ok[0m
[2024-05-28T10:51:31.302457Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:51:31.302544Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r systemtest systemtest.orig", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:51:31.302623Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:51:31.302734Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="\$ ", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T10:51:31.303092Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="zXKXvQZZ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="\$ ")
[33m[2024-05-28T10:51:31.303156Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000159782000991981 seconds: $ [0m
[32m[2024-05-28T10:51:31.303397Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.303648Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cp -r systemtest systemtest.orig", cmd="backend_type_string", json_cmd_token="EWrlzoqt")
[2024-05-28T10:51:31.303984Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="kSoBZXLb", cmd="backend_type_string", text="; echo 6J~98-\$?-")
[2024-05-28T10:51:31.304174Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:51:31.304288Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="cp -r systemtest systemtest.orig; echo 6J~98-\$?-", timeout=90, expect_not_found=0, quiet=undef, buffer_size=160)
[2024-05-28T10:51:31.304617Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="cp -r systemtest systemtest.orig; echo 6J~98-\$?-", no_regex=1, record_output=undef, pattern=[
    "cp -r systemtest systemtest.orig; echo 6J~98-\$?-"
  ], buffer_size=160, json_cmd_token="VTnVXLKI", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:31.304699Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172372001543408 seconds: cp -r systemtest systemtest.orig; echo 6J~98-$?-[0m
[32m[2024-05-28T10:51:31.304936Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r systemtest systemtest.orig; echo 6J~98-$?-: ok[0m
[2024-05-28T10:51:31.305181Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="KkhZCxXv", cmd="backend_type_string", text="\n")
[2024-05-28T10:51:31.305363Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:51:31.305474Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/6J~98-\d+-/u, timeout=90, record_output=undef)
[2024-05-28T10:51:31.305790Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:6J~98-\\d+-)", buffer_size=undef, json_cmd_token="VCoQUgMa", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:6J~98-\\d+-)", no_regex=0)
[33m[2024-05-28T10:51:31.310113Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00435440799992648 seconds: 6J~98-0-[0m
[32m[2024-05-28T10:51:31.310583Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:6J~98-\d+-): ok[0m
[2024-05-28T10:51:31.310754Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:51:31.310839Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r systemtest.orig systemtest", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:51:31.310922Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:51:31.311025Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, record_output=undef, no_regex=1, regexp="\$ ")
[2024-05-28T10:51:31.311371Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="\$ ", no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="jfTGAFGm")
[33m[2024-05-28T10:51:31.311457Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177652000274975 seconds: $ [0m
[32m[2024-05-28T10:51:31.311697Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.311951Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cp -r systemtest.orig systemtest", json_cmd_token="JNgEUTzK")
[2024-05-28T10:51:31.312302Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo uRmQn-\$?-", json_cmd_token="VWwIhdAT")
[2024-05-28T10:51:31.312483Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:51:31.312596Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="cp -r systemtest.orig systemtest; echo uRmQn-\$?-", no_regex=1, quiet=undef, buffer_size=160, expect_not_found=0)
[2024-05-28T10:51:31.312917Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="cp -r systemtest.orig systemtest; echo uRmQn-\$?-", pattern=[
    "cp -r systemtest.orig systemtest; echo uRmQn-\$?-"
  ], json_cmd_token="wBXXFvIr", buffer_size=160, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:31.312996Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017037299767253 seconds: cp -r systemtest.orig systemtest; echo uRmQn-$?-[0m
[32m[2024-05-28T10:51:31.313226Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r systemtest.orig systemtest; echo uRmQn-$?-: ok[0m
[2024-05-28T10:51:31.313465Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="jFMWvHHE")
[2024-05-28T10:51:31.313649Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:51:31.313764Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/uRmQn-\d+-/u, record_output=undef, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:51:31.314078Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:uRmQn-\\d+-)", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern="(?^u:uRmQn-\\d+-)", json_cmd_token="rNczqHHD")
[33m[2024-05-28T10:51:31.316650Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0026062950018968 seconds: uRmQn-0-[0m
[32m[2024-05-28T10:51:31.317010Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:uRmQn-\d+-): ok[0m
[2024-05-28T10:51:31.317120Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.317212Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm systemtest/none.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T10:51:31.317295Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.317391Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="\$ ", timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:31.317716Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="bTESvmWA", record_output=undef, regexp="\$ ", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:31.317800Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172332001966424 seconds: $ [0m
[32m[2024-05-28T10:51:31.318032Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.318277Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm systemtest/none.bats", cmd="backend_type_string", json_cmd_token="cdmhYqlj")
[2024-05-28T10:51:31.318616Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 4b~PD-\$?-", json_cmd_token="gddjouDZ")
[2024-05-28T10:51:31.318794Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.318909Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=151, quiet=undef, regexp="rm systemtest/none.bats; echo 4b~PD-\$?-", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T10:51:31.319235Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="rm systemtest/none.bats; echo 4b~PD-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "rm systemtest/none.bats; echo 4b~PD-\$?-"
  ], buffer_size=151, json_cmd_token="lUkdMAqx")
[33m[2024-05-28T10:51:31.319331Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184413001989014 seconds: rm systemtest/none.bats; echo 4b~PD-$?-[0m
[32m[2024-05-28T10:51:31.319584Z] [debug] [pid:45741] >>> testapi::wait_serial: rm systemtest/none.bats; echo 4b~PD-$?-: ok[0m
[2024-05-28T10:51:31.319882Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="kGaWbzoP")
[2024-05-28T10:51:31.320184Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.320307Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, record_output=undef, no_regex=0, regexp=qr/4b~PD-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:31.320693Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:4b~PD-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, pattern="(?^u:4b~PD-\\d+-)", json_cmd_token="qdmDcYJP", buffer_size=undef)
[33m[2024-05-28T10:51:31.322041Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0014447100002144 seconds: 4b~PD-1-[0m
[32m[2024-05-28T10:51:31.322289Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:4b~PD-\d+-): ok[0m
[2024-05-28T10:51:31.322387Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.322481Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm systemtest/none.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T10:51:31.322565Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.322664Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, timeout=90, record_output=undef, regexp="\$ ")
[2024-05-28T10:51:31.322988Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="jyNvPFbc", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="\$ ", record_output=undef, no_regex=1)
[33m[2024-05-28T10:51:31.323064Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165551999089075 seconds: $ [0m
[32m[2024-05-28T10:51:31.323309Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.323555Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="HlxXfWTg", text="rm systemtest/none.bats", cmd="backend_type_string")
[2024-05-28T10:51:31.323886Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="hjTKABVm", text="; echo 4b~PD-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:31.324072Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.324188Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="rm systemtest/none.bats; echo 4b~PD-\$?-", record_output=undef, no_regex=1, timeout=90, quiet=undef, buffer_size=151, expect_not_found=0)
[2024-05-28T10:51:31.324518Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="rm systemtest/none.bats; echo 4b~PD-\$?-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "rm systemtest/none.bats; echo 4b~PD-\$?-"
  ], json_cmd_token="cShTxxsg", buffer_size=151)
[33m[2024-05-28T10:51:31.324597Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017037299767253 seconds: rm systemtest/none.bats; echo 4b~PD-$?-[0m
[32m[2024-05-28T10:51:31.324831Z] [debug] [pid:45741] >>> testapi::wait_serial: rm systemtest/none.bats; echo 4b~PD-$?-: ok[0m
[2024-05-28T10:51:31.325072Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="fvrwOCSv")
[2024-05-28T10:51:31.325257Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:51:31.325403Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, regexp=qr/4b~PD-\d+-/u, timeout=30, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:31.325721Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:4b~PD-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, pattern="(?^u:4b~PD-\\d+-)", buffer_size=undef, json_cmd_token="gSejIItS")
[33m[2024-05-28T10:51:31.326978Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00133877799817128 seconds: 4b~PD-1-[0m
[32m[2024-05-28T10:51:31.327219Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:4b~PD-\d+-): ok[0m
[2024-05-28T10:51:31.327347Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.327453Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="\$ ", timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:31.327774Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="\$ ", json_cmd_token="HXYmPWwZ", pattern=[
    "\$ "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:31.327849Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165432000358123 seconds: $ [0m
[32m[2024-05-28T10:51:31.328110Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.328182Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.328233Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptjTzfO.sh :\n \"cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-\" \n")
[2024-05-28T10:51:31.328494Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-\n", json_cmd_token="wZVCsgSY")
[2024-05-28T10:51:31.328683Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.328796Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-")
[2024-05-28T10:51:31.329118Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-"
  ], buffer_size=undef, json_cmd_token="nAVNxdFI", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-")
[33m[2024-05-28T10:51:31.329196Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170532002812251 seconds: cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-$?-[0m
[32m[2024-05-28T10:51:31.329428Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-$?-: ok[0m
[2024-05-28T10:51:31.329511Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.329615Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="> ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:31.329931Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "> "
  ], json_cmd_token="wtDsGDNA")
[33m[2024-05-28T10:51:31.329993Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000151841999468161 seconds: > [0m
[32m[2024-05-28T10:51:31.330219Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T10:51:31.330465Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="WdKsHZqJ", text="podman version -f '{{.OsArch}}' | cut -d/ -f2\nEOT_jTzfO\n", cmd="backend_type_string")
[2024-05-28T10:51:31.330641Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.330749Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="> EOT_jTzfO", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:31.331062Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_jTzfO", pattern=[
    "> EOT_jTzfO"
  ], json_cmd_token="ZcgvGymz", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:31.331137Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164763001521351 seconds: > EOT_jTzfO[0m
[32m[2024-05-28T10:51:31.331363Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_jTzfO: ok[0m
[2024-05-28T10:51:31.331446Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.331548Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, record_output=undef, no_regex=0, regexp="jTzfO-0-")
[2024-05-28T10:51:31.331861Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="jTzfO-0-", no_regex=0, pattern="jTzfO-0-", buffer_size=undef, json_cmd_token="pnAacFro", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:31.332522Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000739079998311354 seconds: jTzfO-0-[0m
[32m[2024-05-28T10:51:31.332764Z] [debug] [pid:45741] >>> testapi::wait_serial: jTzfO-0-: ok[0m
[2024-05-28T10:51:31.332853Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.332964Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="\$ ", no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:51:31.333285Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="\$ ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="FvKZJkaf")
[33m[2024-05-28T10:51:31.333359Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164372999279294 seconds: $ [0m
[32m[2024-05-28T10:51:31.333586Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.333835Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-\n", cmd="backend_type_string", json_cmd_token="ktRLsPKg")
[2024-05-28T10:51:31.334012Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.334123Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:31.334444Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, regexp="echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-", record_output=undef, pattern=[
    "echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-"
  ], json_cmd_token="UGMGocvL", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:51:31.334522Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170891999005107 seconds: echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-$?-[0m
[32m[2024-05-28T10:51:31.334753Z] [debug] [pid:45741] >>> testapi::wait_serial: echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-$?-: ok[0m
[2024-05-28T10:51:31.334837Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:51:31.334946Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=1, timeout=90, regexp="SCRIPT_FINISHEDjTzfO-\\d+-", no_regex=0, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:31.335262Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="SCRIPT_FINISHEDjTzfO-\\d+-", json_cmd_token="LLoHVlJY", buffer_size=undef, regexp="SCRIPT_FINISHEDjTzfO-\\d+-", no_regex=0, record_output=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:31.526099Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.190830303999974 seconds: SCRIPT_FINISHEDjTzfO-0-[0m
[32m[2024-05-28T10:51:31.526740Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDjTzfO-\d+-: ok[0m
[2024-05-28T10:51:31.526929Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:31.527037Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:51:31.527149Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:31.527257Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="\$ ", timeout=90, record_output=undef, no_regex=1, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:31.527779Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="\$ ", pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="LOWXHPdQ", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:51:31.527870Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220432997593889 seconds: $ [0m
[32m[2024-05-28T10:51:31.528203Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.528493Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XAwLtDZa", text="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats", cmd="backend_type_string")
[2024-05-28T10:51:31.529044Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="mgeRbhzw", cmd="backend_type_string", text="; echo 91Hys-\$?-")
[2024-05-28T10:51:31.529351Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:31.529550Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=186, record_output=undef, timeout=90, regexp="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-\$?-", no_regex=1)
[2024-05-28T10:51:31.530307Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=186, pattern=[
    "sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-\$?-"
  ], json_cmd_token="gHewDHWq", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-\$?-", no_regex=1)
[33m[2024-05-28T10:51:31.530510Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000543366997590056 seconds: sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-$?-[0m
[32m[2024-05-28T10:51:31.530916Z] [debug] [pid:45741] >>> testapi::wait_serial: sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-$?-: ok[0m
[2024-05-28T10:51:31.531402Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="IFmWTbIo")
[2024-05-28T10:51:31.531740Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:51:31.531940Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, no_regex=0, timeout=90, regexp=qr/91Hys-\d+-/u)
[2024-05-28T10:51:31.532502Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:91Hys-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern="(?^u:91Hys-\\d+-)", json_cmd_token="FNlhbnBR")
[33m[2024-05-28T10:51:31.534084Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00172500400003628 seconds: 91Hys-0-[0m
[32m[2024-05-28T10:51:31.534479Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:91Hys-\d+-): ok[0m
[2024-05-28T10:51:31.534678Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:51:31.534786Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo skopeo-user.tap .. > skopeo-user.tap", timeout=90, fail_message="", quiet=undef)
[2024-05-28T10:51:31.534878Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:51:31.534985Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="\$ ", timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:51:31.535329Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], json_cmd_token="ATDUguyP", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="\$ ")
[33m[2024-05-28T10:51:31.535408Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170081999385729 seconds: $ [0m
[32m[2024-05-28T10:51:31.535646Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.535935Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="lIjZyiID", text="echo skopeo-user.tap .. > skopeo-user.tap", cmd="backend_type_string")
[2024-05-28T10:51:31.536295Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo LAae9-\$?-", json_cmd_token="HcUUMqSt")
[2024-05-28T10:51:31.536480Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:51:31.536596Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp="echo skopeo-user.tap .. > skopeo-user.tap; echo LAae9-\$?-", no_regex=1, expect_not_found=0, quiet=undef, buffer_size=169)
[2024-05-28T10:51:31.536925Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "echo skopeo-user.tap .. > skopeo-user.tap; echo LAae9-\$?-"
  ], buffer_size=169, json_cmd_token="OayqtnlE", regexp="echo skopeo-user.tap .. > skopeo-user.tap; echo LAae9-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:51:31.537019Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176752000697888 seconds: echo skopeo-user.tap .. > skopeo-user.tap; echo LAae9-$?-[0m
[32m[2024-05-28T10:51:31.537265Z] [debug] [pid:45741] >>> testapi::wait_serial: echo skopeo-user.tap .. > skopeo-user.tap; echo LAae9-$?-: ok[0m
[2024-05-28T10:51:31.537511Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mgQKhlID")
[2024-05-28T10:51:31.537699Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:51:31.537814Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/LAae9-\d+-/u, record_output=undef, timeout=90, no_regex=0)
[2024-05-28T10:51:31.538134Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:LAae9-\\d+-)", record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^u:LAae9-\\d+-)", buffer_size=undef, json_cmd_token="GIajMQnL")
[33m[2024-05-28T10:51:31.538219Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169873001141241 seconds: LAae9-0-[0m
[32m[2024-05-28T10:51:31.538450Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:LAae9-\d+-): ok[0m
[2024-05-28T10:51:31.538553Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:51:31.538647Z] [debug] [pid:45741] <<< testapi::script_run(cmd="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-user.tap", output="", quiet=undef, timeout=1200, die_on_timeout=1)
[2024-05-28T10:51:31.538737Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:51:31.538839Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, timeout=90, regexp="\$ ")
[2024-05-28T10:51:31.539164Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], json_cmd_token="PaUXXSJw", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="\$ ", no_regex=1)
[33m[2024-05-28T10:51:31.539229Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000157602000399493 seconds: $ [0m
[32m[2024-05-28T10:51:31.539457Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:51:31.539721Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-user.tap", cmd="backend_type_string", json_cmd_token="StmodFgE")
[2024-05-28T10:51:31.540080Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="IhwvrhFf", text="; echo PC3kH-\$?-", cmd="backend_type_string")
[2024-05-28T10:51:31.540266Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:51:31.540388Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-user.tap; echo PC3kH-\$?-", record_output=undef, expect_not_found=0, quiet=undef, buffer_size=231)
[2024-05-28T10:51:31.540717Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-user.tap; echo PC3kH-\$?-"
  ], json_cmd_token="prjFDeSf", buffer_size=231, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-user.tap; echo PC3kH-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T10:51:31.540807Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000183603002369637 seconds: SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-user.tap; echo PC3kH-$?-[0m
[32m[2024-05-28T10:51:31.541041Z] [debug] [pid:45741] >>> testapi::wait_serial: SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-user.tap; echo PC3kH-$?-: ok[0m
[2024-05-28T10:51:31.541287Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="vAxSUauG")
[2024-05-28T10:51:31.541469Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:51:31.541582Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/PC3kH-\d+-/u, timeout=1200, no_regex=0, record_output=undef, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:51:31.541897Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=1200, cmd="backend_wait_serial", pattern="(?^u:PC3kH-\\d+-)", buffer_size=undef, json_cmd_token="vgTqkccr", regexp="(?^u:PC3kH-\\d+-)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:52:52.362028Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 58 loops & 80.82010954 seconds: PC3kH-0-[0m
[32m[2024-05-28T10:52:52.362800Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:PC3kH-\d+-): ok[0m
[2024-05-28T10:52:52.363128Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:52:52.363237Z] [debug] [pid:45741] <<< testapi::upload_logs(file="skopeo-user.tap", failok=0, timeout=90)
[2024-05-28T10:52:52.363428Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:52:52.363540Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@skopeo-user.tap --form upname=skopeo_integration-skopeo-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-user.tap", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:52:52.363655Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:52:52.363783Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp="\$ ", no_regex=1, timeout=90)
[2024-05-28T10:52:52.364531Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="\$ ", record_output=undef, no_regex=1, buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="EsnhSVNQ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:52:52.364695Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000363055001798784 seconds: $ [0m
[32m[2024-05-28T10:52:52.365338Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:52:52.365742Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="YXNTEizP", cmd="backend_type_string", text="curl --form upload=\@skopeo-user.tap --form upname=skopeo_integration-skopeo-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-user.tap")
[2024-05-28T10:52:52.366248Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo hdJ6Y-\$?-", json_cmd_token="oZPYWGHc")
[2024-05-28T10:52:52.366552Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:52:52.366733Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="curl --form upload=\@skopeo-user.tap --form upname=skopeo_integration-skopeo-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-user.tap; echo hdJ6Y-\$?-", buffer_size=277, quiet=undef, expect_not_found=0)
[2024-05-28T10:52:52.367176Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="curl --form upload=\@skopeo-user.tap --form upname=skopeo_integration-skopeo-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-user.tap; echo hdJ6Y-\$?-", record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "curl --form upload=\@skopeo-user.tap --form upname=skopeo_integration-skopeo-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-user.tap; echo hdJ6Y-\$?-"
  ], json_cmd_token="NgnxyPcy", buffer_size=277)
[33m[2024-05-28T10:52:52.367284Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000236882999161026 seconds: curl --form upload=@skopeo-user.tap --form upname=skopeo_integration-skopeo-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-user.tap; echo hdJ6Y-$?-[0m
[32m[2024-05-28T10:52:52.367615Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@skopeo-user.tap --form upname=skopeo_integration-skopeo-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-user.tap; echo hdJ6Y-$?-: ok[0m
[2024-05-28T10:52:52.367914Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yBhOrDCz", text="\n", cmd="backend_type_string")
[2024-05-28T10:52:52.368189Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:52:52.368355Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, regexp=qr/hdJ6Y-\d+-/u, no_regex=0, record_output=undef)
[2024-05-28T10:52:52.368746Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^u:hdJ6Y-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="altaRIuM", pattern="(?^u:hdJ6Y-\\d+-)", buffer_size=undef)
[33m[2024-05-28T10:52:52.377446Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00879558900123811 seconds: hdJ6Y-0-[0m
[32m[2024-05-28T10:52:52.377810Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:hdJ6Y-\d+-): ok[0m
[2024-05-28T10:52:52.413079Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:52:52.413180Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf systemtest", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:52:52.413275Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:52:52.413377Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="\$ ", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T10:52:52.413848Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="HmqdyICW", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="\$ ")
[33m[2024-05-28T10:52:52.413956Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242743000853807 seconds: $ [0m
[32m[2024-05-28T10:52:52.414230Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:52:52.414526Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm -rf systemtest", cmd="backend_type_string", json_cmd_token="lBdDdhVx")
[2024-05-28T10:52:52.414903Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ipPCH-\$?-", json_cmd_token="tcllDtlU")
[2024-05-28T10:52:52.415120Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:52:52.415236Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=145, timeout=90, record_output=undef, no_regex=1, regexp="rm -rf systemtest; echo ipPCH-\$?-")
[2024-05-28T10:52:52.415613Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="rm -rf systemtest; echo ipPCH-\$?-", record_output=undef, no_regex=1, json_cmd_token="sxSKOLDT", pattern=[
    "rm -rf systemtest; echo ipPCH-\$?-"
  ], buffer_size=145, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:52:52.415710Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021544300034293 seconds: rm -rf systemtest; echo ipPCH-$?-[0m
[32m[2024-05-28T10:52:52.415946Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf systemtest; echo ipPCH-$?-: ok[0m
[2024-05-28T10:52:52.416221Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="utculNFz", cmd="backend_type_string", text="\n")
[2024-05-28T10:52:52.416429Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:76 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:52:52.416554Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, no_regex=0, regexp=qr/ipPCH-\d+-/u, timeout=90)
[2024-05-28T10:52:52.416944Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:ipPCH-\\d+-)", json_cmd_token="TiQmZyOH", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="(?^u:ipPCH-\\d+-)")
[33m[2024-05-28T10:52:52.419291Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00244646300052409 seconds: ipPCH-0-[0m
[32m[2024-05-28T10:52:52.419666Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ipPCH-\d+-): ok[0m
[2024-05-28T10:52:52.419871Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:78 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T10:52:52.419972Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T10:52:52.420688Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:79 called testapi::assert_script_run
[2024-05-28T10:52:52.420863Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/skopeo-1.15.0/", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:52:52.421476Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:79 called testapi::assert_script_run
[2024-05-28T10:52:52.421692Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=1, regexp="# ", record_output=undef, timeout=90)
[2024-05-28T10:52:52.422363Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="MrjFleqU", regexp="# ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:52:52.422477Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000358264998794766 seconds: # [0m
[32m[2024-05-28T10:52:52.422864Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.423239Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="PcYjgBwf", cmd="backend_type_string", text="cd /var/tmp/skopeo-1.15.0/")
[2024-05-28T10:52:52.423802Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9o60M-\$?-", json_cmd_token="GFewqNVG")
[2024-05-28T10:52:52.424101Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:79 called testapi::assert_script_run
[2024-05-28T10:52:52.424327Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="cd /var/tmp/skopeo-1.15.0/; echo 9o60M-\$?-", record_output=undef, timeout=90, buffer_size=154, quiet=undef, expect_not_found=0)
[2024-05-28T10:52:52.424816Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="eruoRJCB", pattern=[
    "cd /var/tmp/skopeo-1.15.0/; echo 9o60M-\$?-"
  ], buffer_size=154, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="cd /var/tmp/skopeo-1.15.0/; echo 9o60M-\$?-", no_regex=1)
[33m[2024-05-28T10:52:52.424915Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218483000935521 seconds: cd /var/tmp/skopeo-1.15.0/; echo 9o60M-$?-[0m
[32m[2024-05-28T10:52:52.425304Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/skopeo-1.15.0/; echo 9o60M-$?-: ok[0m
[2024-05-28T10:52:52.425666Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="gumeRdUW", text="\n", cmd="backend_type_string")
[2024-05-28T10:52:52.425940Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:79 called testapi::assert_script_run
[2024-05-28T10:52:52.426118Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/9o60M-\d+-/u, no_regex=0, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:52:52.426583Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="(?^u:9o60M-\\d+-)", record_output=undef, no_regex=0, buffer_size=undef, pattern="(?^u:9o60M-\\d+-)", json_cmd_token="KHOFBUQJ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:52:52.426690Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216233001992805 seconds: 9o60M-0-[0m
[32m[2024-05-28T10:52:52.427022Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:9o60M-\d+-): ok[0m
[2024-05-28T10:52:52.427175Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:52:52.427299Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r systemtest.orig systemtest", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:52:52.427427Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:52:52.427584Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="# ", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:52:52.428048Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="vsqkIWKR", buffer_size=undef)
[33m[2024-05-28T10:52:52.428127Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000210641999728978 seconds: # [0m
[32m[2024-05-28T10:52:52.428421Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.428735Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="wCqQAuuD", text="cp -r systemtest.orig systemtest", cmd="backend_type_string")
[2024-05-28T10:52:52.429213Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="MulWNzDO", cmd="backend_type_string", text="; echo uRmQn-\$?-")
[2024-05-28T10:52:52.429433Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:52:52.429560Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=160, expect_not_found=0, regexp="cp -r systemtest.orig systemtest; echo uRmQn-\$?-", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T10:52:52.429981Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cp -r systemtest.orig systemtest; echo uRmQn-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="rincQHxN", pattern=[
    "cp -r systemtest.orig systemtest; echo uRmQn-\$?-"
  ], buffer_size=160)
[33m[2024-05-28T10:52:52.430077Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219483001274057 seconds: cp -r systemtest.orig systemtest; echo uRmQn-$?-[0m
[32m[2024-05-28T10:52:52.430343Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r systemtest.orig systemtest; echo uRmQn-$?-: ok[0m
[2024-05-28T10:52:52.430656Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="lMbFloFR", cmd="backend_type_string", text="\n")
[2024-05-28T10:52:52.430884Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:30 called testapi::assert_script_run
[2024-05-28T10:52:52.431004Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, regexp=qr/uRmQn-\d+-/u)
[2024-05-28T10:52:52.431392Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:uRmQn-\\d+-)", json_cmd_token="TmWzFemc", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^u:uRmQn-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T10:52:52.432829Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00153582100028871 seconds: uRmQn-0-[0m
[32m[2024-05-28T10:52:52.433115Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:uRmQn-\d+-): ok[0m
[2024-05-28T10:52:52.433221Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.433315Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm systemtest/none.bats", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T10:52:52.433408Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.433508Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90)
[2024-05-28T10:52:52.433944Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="dMgAUBZv", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T10:52:52.434036Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214503001188859 seconds: # [0m
[32m[2024-05-28T10:52:52.434319Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.434662Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm systemtest/none.bats", cmd="backend_type_string", json_cmd_token="cNQhBuPw")
[2024-05-28T10:52:52.435084Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo 4b~PD-\$?-", cmd="backend_type_string", json_cmd_token="PKKjwHoo")
[2024-05-28T10:52:52.435303Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.435446Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=151, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="rm systemtest/none.bats; echo 4b~PD-\$?-")
[2024-05-28T10:52:52.435828Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="rm systemtest/none.bats; echo 4b~PD-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "rm systemtest/none.bats; echo 4b~PD-\$?-"
  ], buffer_size=151, json_cmd_token="ZVyeQQkx")
[33m[2024-05-28T10:52:52.435914Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194492000446189 seconds: rm systemtest/none.bats; echo 4b~PD-$?-[0m
[32m[2024-05-28T10:52:52.436194Z] [debug] [pid:45741] >>> testapi::wait_serial: rm systemtest/none.bats; echo 4b~PD-$?-: ok[0m
[2024-05-28T10:52:52.436505Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="mpUEjZkm", cmd="backend_type_string", text="\n")
[2024-05-28T10:52:52.436749Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.436889Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/4b~PD-\d+-/u, record_output=undef, timeout=30, no_regex=0, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:52:52.437324Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="(?^u:4b~PD-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="hGbSEuzt", pattern="(?^u:4b~PD-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T10:52:52.437882Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.000716560000000754 seconds: 4b~PD-1-[0m
[32m[2024-05-28T10:52:52.438186Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:4b~PD-\d+-): ok[0m
[2024-05-28T10:52:52.438301Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.438410Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm systemtest/none.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T10:52:52.438509Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.438627Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:52:52.438996Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WkpWmFxw")
[33m[2024-05-28T10:52:52.439072Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170871997397626 seconds: # [0m
[32m[2024-05-28T10:52:52.439339Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.439671Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm systemtest/none.bats", cmd="backend_type_string", json_cmd_token="yQFQXDgb")
[2024-05-28T10:52:52.440055Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="uYvcwFMm", cmd="backend_type_string", text="; echo 4b~PD-\$?-")
[2024-05-28T10:52:52.440251Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.440391Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=151, expect_not_found=0, regexp="rm systemtest/none.bats; echo 4b~PD-\$?-", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T10:52:52.440732Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="GbeITbVX", pattern=[
    "rm systemtest/none.bats; echo 4b~PD-\$?-"
  ], buffer_size=151, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="rm systemtest/none.bats; echo 4b~PD-\$?-", no_regex=1)
[33m[2024-05-28T10:52:52.440811Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174132001120597 seconds: rm systemtest/none.bats; echo 4b~PD-$?-[0m
[32m[2024-05-28T10:52:52.441095Z] [debug] [pid:45741] >>> testapi::wait_serial: rm systemtest/none.bats; echo 4b~PD-$?-: ok[0m
[2024-05-28T10:52:52.441375Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AevWntHM", text="\n", cmd="backend_type_string")
[2024-05-28T10:52:52.441558Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:32 called testapi::script_run
[2024-05-28T10:52:52.441672Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=30, no_regex=0, regexp=qr/4b~PD-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:52:52.441987Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^u:4b~PD-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, pattern="(?^u:4b~PD-\\d+-)", json_cmd_token="cpStxZSh", buffer_size=undef)
[33m[2024-05-28T10:52:52.442646Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00074197000139975 seconds: 4b~PD-1-[0m
[32m[2024-05-28T10:52:52.442876Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:4b~PD-\d+-): ok[0m
[2024-05-28T10:52:52.443004Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.443108Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="# ", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T10:52:52.443448Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IiZmXAqr", regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:52:52.443520Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164191998919705 seconds: # [0m
[32m[2024-05-28T10:52:52.443744Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.443815Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.443864Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptjTzfO.sh :\n \"cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-\" \n")
[2024-05-28T10:52:52.444110Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="urzlMujg", cmd="backend_type_string", text="cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-\n")
[2024-05-28T10:52:52.444312Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.444424Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-", no_regex=1, record_output=undef, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:52:52.444758Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-", no_regex=1, pattern=[
    "cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-\$?-"
  ], json_cmd_token="HzOobDYC", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:52:52.444834Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169031998666469 seconds: cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-$?-[0m
[32m[2024-05-28T10:52:52.445074Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-$?-: ok[0m
[2024-05-28T10:52:52.445161Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.445265Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="> ", no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:52:52.445577Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "> "
  ], json_cmd_token="yqDPSuyt", record_output=undef, regexp="> ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:52:52.445636Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000150341998960357 seconds: > [0m
[32m[2024-05-28T10:52:52.445874Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T10:52:52.446129Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="podman version -f '{{.OsArch}}' | cut -d/ -f2\nEOT_jTzfO\n", json_cmd_token="tfbMsKJw")
[2024-05-28T10:52:52.446311Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.446430Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, timeout=90, regexp="> EOT_jTzfO", no_regex=1)
[2024-05-28T10:52:52.446742Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="cRiXSsKL", pattern=[
    "> EOT_jTzfO"
  ], buffer_size=undef, record_output=undef, regexp="> EOT_jTzfO", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:52:52.446815Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157722002768423 seconds: > EOT_jTzfO[0m
[32m[2024-05-28T10:52:52.447040Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_jTzfO: ok[0m
[2024-05-28T10:52:52.447123Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.447227Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=0, record_output=undef, timeout=90, regexp="jTzfO-0-")
[2024-05-28T10:52:52.447746Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="jTzfO-0-", json_cmd_token="ZLEluYea", buffer_size=undef, no_regex=0, regexp="jTzfO-0-", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:52:52.447891Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240983001276618 seconds: jTzfO-0-[0m
[32m[2024-05-28T10:52:52.448300Z] [debug] [pid:45741] >>> testapi::wait_serial: jTzfO-0-: ok[0m
[2024-05-28T10:52:52.448407Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.448536Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="# ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:52:52.449043Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="VaDvdrVs", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T10:52:52.449154Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201192997337785 seconds: # [0m
[32m[2024-05-28T10:52:52.449517Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.449893Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="NKVYaQTF", text="echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-\n", cmd="backend_type_string")
[2024-05-28T10:52:52.450163Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.450296Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-", timeout=90, no_regex=1)
[2024-05-28T10:52:52.450748Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-", record_output=undef, no_regex=1, buffer_size=undef, pattern=[
    "echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-\$?-"
  ], json_cmd_token="hFegIyjn", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:52:52.450828Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172192998434184 seconds: echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-$?-[0m
[32m[2024-05-28T10:52:52.451128Z] [debug] [pid:45741] >>> testapi::wait_serial: echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-$?-: ok[0m
[2024-05-28T10:52:52.451221Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:35 called testapi::script_output
[2024-05-28T10:52:52.451329Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=1, no_regex=0, timeout=90, regexp="SCRIPT_FINISHEDjTzfO-\\d+-")
[2024-05-28T10:52:52.451710Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDjTzfO-\\d+-", buffer_size=undef, json_cmd_token="bVXPjYei", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDjTzfO-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T10:52:52.518394Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.066741450002155 seconds: SCRIPT_FINISHEDjTzfO-0-[0m
[32m[2024-05-28T10:52:52.518778Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDjTzfO-\d+-: ok[0m
[2024-05-28T10:52:52.518903Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:52:52.519011Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:52:52.519115Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:52:52.519242Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1, timeout=90)
[2024-05-28T10:52:52.519705Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="wIBKyNLy", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T10:52:52.519801Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223413000639994 seconds: # [0m
[32m[2024-05-28T10:52:52.520116Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.520444Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="WDxeLQRN", text="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats", cmd="backend_type_string")
[2024-05-28T10:52:52.520867Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 91Hys-\$?-", json_cmd_token="VkmRAFZm")
[2024-05-28T10:52:52.521088Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:52:52.521234Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-\$?-", record_output=undef, no_regex=1, timeout=90, quiet=undef, buffer_size=186, expect_not_found=0)
[2024-05-28T10:52:52.521661Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="PVmPhaMY", pattern=[
    "sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-\$?-"
  ], buffer_size=186, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T10:52:52.521758Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214542000321671 seconds: sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-$?-[0m
[32m[2024-05-28T10:52:52.522062Z] [debug] [pid:45741] >>> testapi::wait_serial: sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-$?-: ok[0m
[2024-05-28T10:52:52.522391Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XIWdOCgm", cmd="backend_type_string", text="\n")
[2024-05-28T10:52:52.522617Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:36 called testapi::assert_script_run
[2024-05-28T10:52:52.522757Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/91Hys-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:52:52.523155Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="sDjLgUuK", pattern="(?^u:91Hys-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:91Hys-\\d+-)", no_regex=0)
[33m[2024-05-28T10:52:52.524777Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00171261300056358 seconds: 91Hys-0-[0m
[32m[2024-05-28T10:52:52.525104Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:91Hys-\d+-): ok[0m
[2024-05-28T10:52:52.525228Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:52:52.525331Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo skopeo-root.tap .. > skopeo-root.tap", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:52:52.525429Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:52:52.525553Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="# ", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T10:52:52.525979Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="GxTCkrmj", buffer_size=undef)
[33m[2024-05-28T10:52:52.526067Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203252999199321 seconds: # [0m
[32m[2024-05-28T10:52:52.526355Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.526654Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="obRPMPBQ", text="echo skopeo-root.tap .. > skopeo-root.tap", cmd="backend_type_string")
[2024-05-28T10:52:52.527076Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="iJKGNwjE", text="; echo JhXue-\$?-", cmd="backend_type_string")
[2024-05-28T10:52:52.527294Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:52:52.527436Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=169, quiet=undef, regexp="echo skopeo-root.tap .. > skopeo-root.tap; echo JhXue-\$?-", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T10:52:52.527860Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "echo skopeo-root.tap .. > skopeo-root.tap; echo JhXue-\$?-"
  ], json_cmd_token="BpvjmABH", buffer_size=169, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, regexp="echo skopeo-root.tap .. > skopeo-root.tap; echo JhXue-\$?-", record_output=undef)
[33m[2024-05-28T10:52:52.527951Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020260299788788 seconds: echo skopeo-root.tap .. > skopeo-root.tap; echo JhXue-$?-[0m
[32m[2024-05-28T10:52:52.528229Z] [debug] [pid:45741] >>> testapi::wait_serial: echo skopeo-root.tap .. > skopeo-root.tap; echo JhXue-$?-: ok[0m
[2024-05-28T10:52:52.528528Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="lSzxjbbL")
[2024-05-28T10:52:52.528759Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:41 called testapi::assert_script_run
[2024-05-28T10:52:52.528877Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, regexp=qr/JhXue-\d+-/u, timeout=90, no_regex=0)
[2024-05-28T10:52:52.529266Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="AbrWFzcT", pattern="(?^u:JhXue-\\d+-)", buffer_size=undef, no_regex=0, regexp="(?^u:JhXue-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:52:52.529369Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201892002223758 seconds: JhXue-0-[0m
[32m[2024-05-28T10:52:52.529633Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:JhXue-\d+-): ok[0m
[2024-05-28T10:52:52.529728Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:52:52.529823Z] [debug] [pid:45741] <<< testapi::script_run(cmd="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap", output="", quiet=undef, timeout=1200, die_on_timeout=1)
[2024-05-28T10:52:52.529904Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:52:52.530023Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, no_regex=1, regexp="# ", timeout=90)
[2024-05-28T10:52:52.530450Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="deCVOPpG", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:52:52.530520Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184663000254659 seconds: # [0m
[32m[2024-05-28T10:52:52.530767Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:52:52.531045Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="poliIyeZ", cmd="backend_type_string", text="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap")
[2024-05-28T10:52:52.531402Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo 5vy9j-\$?-", cmd="backend_type_string", json_cmd_token="OrVvrJAS")
[2024-05-28T10:52:52.531601Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:52:52.531719Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=231, quiet=undef, regexp="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap; echo 5vy9j-\$?-", timeout=90, no_regex=1, record_output=undef)
[2024-05-28T10:52:52.532093Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="icxJNEsN", pattern=[
    "SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap; echo 5vy9j-\$?-"
  ], buffer_size=231, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap; echo 5vy9j-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T10:52:52.532180Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000187852001545252 seconds: SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap; echo 5vy9j-$?-[0m
[32m[2024-05-28T10:52:52.532456Z] [debug] [pid:45741] >>> testapi::wait_serial: SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap; echo 5vy9j-$?-: ok[0m
[2024-05-28T10:52:52.532753Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="sAUEfvSF")
[2024-05-28T10:52:52.533026Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:42 called testapi::script_run
[2024-05-28T10:52:52.533188Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=1200, no_regex=0, regexp=qr/5vy9j-\d+-/u, record_output=undef)
[2024-05-28T10:52:52.533588Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=1200, cmd="backend_wait_serial", pattern="(?^u:5vy9j-\\d+-)", buffer_size=undef, json_cmd_token="leRidhJH", regexp="(?^u:5vy9j-\\d+-)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:05.742359Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 422 loops & 313.208753105999 seconds: 5vy9j-0-[0m
[32m[2024-05-28T10:58:05.743175Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:5vy9j-\d+-): ok[0m
[2024-05-28T10:58:05.743352Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:58:05.743460Z] [debug] [pid:45741] <<< testapi::upload_logs(file="skopeo-root.tap", failok=0, timeout=90)
[2024-05-28T10:58:05.743634Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:58:05.743745Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:58:05.743861Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:58:05.743987Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", no_regex=1, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:05.744658Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", no_regex=1, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="cyVPlAbd", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:05.744770Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272424000286264 seconds: # [0m
[32m[2024-05-28T10:58:05.745163Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:05.745622Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="VHrerTzk", cmd="backend_type_string", text="curl --form upload=\@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap")
[2024-05-28T10:58:05.746138Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo YdfCl-\$?-", cmd="backend_type_string", json_cmd_token="wxBehkkk")
[2024-05-28T10:58:05.746365Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:58:05.746525Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="curl --form upload=\@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap; echo YdfCl-\$?-", record_output=undef, no_regex=1, buffer_size=277, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:05.747008Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="MfuCqUgD", pattern=[
    "curl --form upload=\@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap; echo YdfCl-\$?-"
  ], buffer_size=277, record_output=undef, regexp="curl --form upload=\@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap; echo YdfCl-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:05.747134Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000277032999292715 seconds: curl --form upload=@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap; echo YdfCl-$?-[0m
[32m[2024-05-28T10:58:05.747429Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap; echo YdfCl-$?-: ok[0m
[2024-05-28T10:58:05.747758Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="adnOeqhy", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:05.747985Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:43 called testapi::parse_extra_log
[2024-05-28T10:58:05.748139Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/YdfCl-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:05.748580Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="tOvtqdYd", pattern="(?^u:YdfCl-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, no_regex=0, regexp="(?^u:YdfCl-\\d+-)")
[33m[2024-05-28T10:58:05.759360Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0108831869983987 seconds: YdfCl-0-[0m
[32m[2024-05-28T10:58:05.759683Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:YdfCl-\d+-): ok[0m
[2024-05-28T10:58:05.766488Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:58:05.766607Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf systemtest", timeout=90, fail_message="", quiet=undef)
[2024-05-28T10:58:05.766714Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:58:05.766840Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:05.767300Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="urTgsdHX", pattern=[
    "# "
  ], buffer_size=undef, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:05.767408Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232823000260396 seconds: # [0m
[32m[2024-05-28T10:58:05.767696Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:05.768047Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -rf systemtest", json_cmd_token="hnUSOtdY")
[2024-05-28T10:58:05.768523Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="umgDgxOg", text="; echo ipPCH-\$?-", cmd="backend_type_string")
[2024-05-28T10:58:05.768763Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:58:05.768905Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=145, quiet=undef, regexp="rm -rf systemtest; echo ipPCH-\$?-", timeout=90, record_output=undef, no_regex=1)
[2024-05-28T10:58:05.769340Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="rm -rf systemtest; echo ipPCH-\$?-", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "rm -rf systemtest; echo ipPCH-\$?-"
  ], buffer_size=145, json_cmd_token="zbUQBvEq")
[33m[2024-05-28T10:58:05.769451Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240344001213089 seconds: rm -rf systemtest; echo ipPCH-$?-[0m
[32m[2024-05-28T10:58:05.769701Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf systemtest; echo ipPCH-$?-: ok[0m
[2024-05-28T10:58:05.770030Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="wAYvcAVh")
[2024-05-28T10:58:05.770243Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:81 called skopeo_integration::run_tests -> tests/containers/skopeo_integration.pm:44 called testapi::assert_script_run
[2024-05-28T10:58:05.770358Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=0, regexp=qr/ipPCH-\d+-/u)
[2024-05-28T10:58:05.770785Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:ipPCH-\\d+-)", json_cmd_token="Gtsirmgz", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:ipPCH-\\d+-)", no_regex=0)
[33m[2024-05-28T10:58:05.772251Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00157067200052552 seconds: ipPCH-0-[0m
[32m[2024-05-28T10:58:05.772543Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ipPCH-\d+-): ok[0m
[2024-05-28T10:58:05.772674Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:85 called testapi::assert_script_run
[2024-05-28T10:58:05.772774Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd ~", timeout=90, fail_message="", quiet=undef)
[2024-05-28T10:58:05.772874Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:85 called testapi::assert_script_run
[2024-05-28T10:58:05.772974Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", timeout=90, record_output=undef, no_regex=1, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:05.773405Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="lVWkLMfk", buffer_size=undef, no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:05.773510Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232402999245096 seconds: # [0m
[32m[2024-05-28T10:58:05.773762Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:05.774091Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cd ~", cmd="backend_type_string", json_cmd_token="aGHVOedp")
[2024-05-28T10:58:05.774541Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo qL7Vy-\$?-", cmd="backend_type_string", json_cmd_token="xxcYbxHM")
[2024-05-28T10:58:05.774740Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:85 called testapi::assert_script_run
[2024-05-28T10:58:05.774854Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="cd ~; echo qL7Vy-\$?-", no_regex=1, expect_not_found=0, buffer_size=132, quiet=undef)
[2024-05-28T10:58:05.775301Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "cd ~; echo qL7Vy-\$?-"
  ], json_cmd_token="bAzDFMhq", buffer_size=132, no_regex=1, record_output=undef, regexp="cd ~; echo qL7Vy-\$?-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:05.775409Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023506300203735 seconds: cd ~; echo qL7Vy-$?-[0m
[32m[2024-05-28T10:58:05.775646Z] [debug] [pid:45741] >>> testapi::wait_serial: cd ~; echo qL7Vy-$?-: ok[0m
[2024-05-28T10:58:05.775918Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="tJGhOSJm")
[2024-05-28T10:58:05.776107Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:85 called testapi::assert_script_run
[2024-05-28T10:58:05.776221Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp=qr/qL7Vy-\d+-/u, timeout=90)
[2024-05-28T10:58:05.776541Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:qL7Vy-\\d+-)", record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^u:qL7Vy-\\d+-)", json_cmd_token="ZQQcnDeT", buffer_size=undef)
[33m[2024-05-28T10:58:05.776629Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174261997017311 seconds: qL7Vy-0-[0m
[32m[2024-05-28T10:58:05.776861Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:qL7Vy-\d+-): ok[0m
[2024-05-28T10:58:05.776957Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:86 called testapi::script_run
[2024-05-28T10:58:05.777048Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm -rf /var/tmp/skopeo-1.15.0/", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T10:58:05.777129Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:86 called testapi::script_run
[2024-05-28T10:58:05.777228Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="# ", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T10:58:05.777540Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VpOOZWoS", regexp="# ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:05.777599Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000150381998537341 seconds: # [0m
[32m[2024-05-28T10:58:05.777823Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:05.778061Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yXwJSDdj", text="rm -rf /var/tmp/skopeo-1.15.0/", cmd="backend_type_string")
[2024-05-28T10:58:05.778377Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo CeHND-\$?-", json_cmd_token="eenyfOov")
[2024-05-28T10:58:05.778541Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:86 called testapi::script_run
[2024-05-28T10:58:05.778653Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="rm -rf /var/tmp/skopeo-1.15.0/; echo CeHND-\$?-", record_output=undef, timeout=90, no_regex=1, buffer_size=158, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:05.778962Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=158, pattern=[
    "rm -rf /var/tmp/skopeo-1.15.0/; echo CeHND-\$?-"
  ], json_cmd_token="zXIlfKfj", record_output=undef, regexp="rm -rf /var/tmp/skopeo-1.15.0/; echo CeHND-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:05.779045Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172313000803115 seconds: rm -rf /var/tmp/skopeo-1.15.0/; echo CeHND-$?-[0m
[32m[2024-05-28T10:58:05.779265Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf /var/tmp/skopeo-1.15.0/; echo CeHND-$?-: ok[0m
[2024-05-28T10:58:05.779497Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="TtmcOPVl")
[2024-05-28T10:58:05.779669Z] [debug] [pid:45741] tests/containers/skopeo_integration.pm:97 called skopeo_integration::cleanup -> tests/containers/skopeo_integration.pm:86 called testapi::script_run
[2024-05-28T10:58:05.779782Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=30, regexp=qr/CeHND-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:05.780090Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:CeHND-\\d+-)", no_regex=0, record_output=undef, pattern="(?^u:CeHND-\\d+-)", buffer_size=undef, json_cmd_token="eeWqbKUc", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:05.947517Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.167445510000107 seconds: CeHND-0-[0m
[32m[2024-05-28T10:58:05.948120Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:CeHND-\d+-): ok[0m
[1;34m[2024-05-28T10:58:05.948791Z] [debug] [pid:45741] ||| finished skopeo_integration containers (runtime: 414 s)[0m
[1;34m[2024-05-28T10:58:05.950066Z] [debug] [pid:45741] ||| starting podman_integration tests/containers/podman_integration.pm[0m
[2024-05-28T10:58:05.950641Z] [debug] [pid:45741] tests/containers/podman_integration.pm:49 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T10:58:05.950716Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T10:58:05.951289Z] [debug] [pid:45741] tests/containers/podman_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:58:05.951442Z] [debug] [pid:45741] <<< testapi::script_run(cmd="which bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T10:58:05.951586Z] [debug] [pid:45741] tests/containers/podman_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:58:05.951759Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90)
[2024-05-28T10:58:05.952227Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="CsvxvLOc")
[33m[2024-05-28T10:58:05.952336Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264104000962107 seconds: # [0m
[32m[2024-05-28T10:58:05.952672Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:05.952984Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AFNiIITL", text="which bats", cmd="backend_type_string")
[2024-05-28T10:58:05.953386Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="IrYIitnB", cmd="backend_type_string", text="; echo d3J0P-\$?-")
[2024-05-28T10:58:05.953611Z] [debug] [pid:45741] tests/containers/podman_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:58:05.953794Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=138, quiet=undef, record_output=undef, no_regex=1, timeout=90, regexp="which bats; echo d3J0P-\$?-")
[2024-05-28T10:58:05.954197Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="which bats; echo d3J0P-\$?-", no_regex=1, pattern=[
    "which bats; echo d3J0P-\$?-"
  ], buffer_size=138, json_cmd_token="kfNivUav", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:05.954290Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209333000384504 seconds: which bats; echo d3J0P-$?-[0m
[32m[2024-05-28T10:58:05.954537Z] [debug] [pid:45741] >>> testapi::wait_serial: which bats; echo d3J0P-$?-: ok[0m
[2024-05-28T10:58:05.954804Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="PsFPjAXS", cmd="backend_type_string", text="\n")
[2024-05-28T10:58:05.955036Z] [debug] [pid:45741] tests/containers/podman_integration.pm:51 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T10:58:05.955179Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=30, regexp=qr/d3J0P-\d+-/u)
[2024-05-28T10:58:05.955543Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:d3J0P-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, pattern="(?^u:d3J0P-\\d+-)", buffer_size=undef, json_cmd_token="pWzkXTXf")
[33m[2024-05-28T10:58:05.956302Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000858301002153894 seconds: d3J0P-0-[0m
[32m[2024-05-28T10:58:05.956607Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:d3J0P-\d+-): ok[0m
[2024-05-28T10:58:05.956818Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:58:05.956927Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T10:58:05.957023Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:58:05.957189Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="# ", timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:05.957579Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="GPYjOcnv", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T10:58:05.957667Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202663002710324 seconds: # [0m
[32m[2024-05-28T10:58:05.957941Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:05.958226Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="RdptErFf", cmd="backend_type_string", text="rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86")
[2024-05-28T10:58:05.958616Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo qyOOZ-\$?-", json_cmd_token="IWnrcvzj")
[2024-05-28T10:58:05.958838Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:58:05.959030Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=318, regexp="rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86; echo qyOOZ-\$?-", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T10:58:05.959433Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="uMJWhWrx", pattern=[
    "rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86; echo qyOOZ-\$?-"
  ], buffer_size=318, record_output=undef, regexp="rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86; echo qyOOZ-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:05.959542Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000230862999160308 seconds: rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86; echo qyOOZ-$?-[0m
[32m[2024-05-28T10:58:05.959846Z] [debug] [pid:45741] >>> testapi::wait_serial: rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86; echo qyOOZ-$?-: ok[0m
[2024-05-28T10:58:05.960146Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="teHcCywA", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:05.960386Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T10:58:05.960529Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, record_output=undef, no_regex=0, regexp=qr/qyOOZ-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:05.960863Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:qyOOZ-\\d+-)", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:qyOOZ-\\d+-)", json_cmd_token="klYThzrl")
[33m[2024-05-28T10:58:05.973061Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 43 loops & 0.0122642460009956 seconds: qyOOZ-9-[0m
[32m[2024-05-28T10:58:05.973389Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:qyOOZ-\d+-): ok[0m
[2024-05-28T10:58:05.973592Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:58:05.973759Z] [debug] [pid:45741] <<< testapi::script_run(cmd="zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit \${PIPESTATUS[0]} )", output="", quiet=undef, timeout=700, die_on_timeout=1)
[2024-05-28T10:58:05.973900Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:58:05.974073Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="# ", timeout=90, record_output=undef, no_regex=1)
[2024-05-28T10:58:05.974463Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", no_regex=1, json_cmd_token="QFDdOuen", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:05.974562Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210153000807622 seconds: # [0m
[32m[2024-05-28T10:58:05.974853Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:05.975159Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit \${PIPESTATUS[0]} )", json_cmd_token="TfXUdAPK")
[2024-05-28T10:58:05.975524Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="bKiSlLMo", cmd="backend_type_string", text="; echo QnP02-\$?-")
[2024-05-28T10:58:05.975704Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:58:05.975834Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=357, timeout=90, record_output=undef, no_regex=1, regexp="zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit \${PIPESTATUS[0]} ); echo QnP02-\$?-")
[2024-05-28T10:58:05.976239Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit \${PIPESTATUS[0]} ); echo QnP02-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit \${PIPESTATUS[0]} ); echo QnP02-\$?-"
  ], json_cmd_token="iiUpFDpW", buffer_size=357)
[33m[2024-05-28T10:58:05.976401Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000283382996713044 seconds: zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit ${PIPESTATUS[0]} ); echo QnP02-$?-[0m
[32m[2024-05-28T10:58:05.976722Z] [debug] [pid:45741] >>> testapi::wait_serial: zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit ${PIPESTATUS[0]} ); echo QnP02-$?-: ok[0m
[2024-05-28T10:58:05.977013Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="DLtZNRYW")
[2024-05-28T10:58:05.977256Z] [debug] [pid:45741] tests/containers/podman_integration.pm:67 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T10:58:05.977440Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/QnP02-\d+-/u, no_regex=0, record_output=undef, timeout=700, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:05.977808Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:QnP02-\\d+-)", buffer_size=undef, json_cmd_token="HVzELLPV", timeout=700, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="(?^u:QnP02-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T10:58:29.722479Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1509 loops & 23.7446706449991 seconds: QnP02-0-[0m
[32m[2024-05-28T10:58:29.723322Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:QnP02-\d+-): ok[0m
[2024-05-28T10:58:29.723607Z] [debug] [pid:45741] tests/containers/podman_integration.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.723732Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:58:29.723845Z] [debug] [pid:45741] tests/containers/podman_integration.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.723984Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="# ", timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:29.724656Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="nNsevOBa", no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:29.724769Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000291102998744464 seconds: # [0m
[32m[2024-05-28T10:58:29.725170Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:29.725641Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd", cmd="backend_type_string", json_cmd_token="ACvSPWzH")
[2024-05-28T10:58:29.726354Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ITUtcVFl", text="; echo QrVEk-\$?-", cmd="backend_type_string")
[2024-05-28T10:58:29.726677Z] [debug] [pid:45741] tests/containers/podman_integration.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.726849Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=223, quiet=undef, timeout=90, no_regex=1, record_output=undef, regexp="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-\$?-")
[2024-05-28T10:58:29.727369Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-\$?-", no_regex=1, pattern=[
    "curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-\$?-"
  ], json_cmd_token="eBVOuzoE", buffer_size=223, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:29.727482Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000258854001003783 seconds: curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-$?-[0m
[32m[2024-05-28T10:58:29.727830Z] [debug] [pid:45741] >>> testapi::wait_serial: curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-$?-: ok[0m
[2024-05-28T10:58:29.728188Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="wICqsart")
[2024-05-28T10:58:29.728477Z] [debug] [pid:45741] tests/containers/podman_integration.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.728628Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, regexp=qr/QrVEk-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:29.729080Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:QrVEk-\\d+-)", no_regex=0, json_cmd_token="swhxlNwq", pattern="(?^u:QrVEk-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[2024-05-28T10:58:29.742732Z] [info] [pid:45720] Test data requested: opensuse/data/containers/htpasswd
[33m[2024-05-28T10:58:29.746378Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 319 loops & 0.017402415000106 seconds: QrVEk-0-[0m
[32m[2024-05-28T10:58:29.746750Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:QrVEk-\d+-): ok[0m
[2024-05-28T10:58:29.746876Z] [debug] [pid:45741] tests/containers/podman_integration.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.746984Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="chmod +x /usr/local/bin/htpasswd", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:58:29.747081Z] [debug] [pid:45741] tests/containers/podman_integration.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.747205Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", no_regex=1, record_output=undef, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:29.747619Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], json_cmd_token="LGwIfPzE", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:29.747714Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222603001020616 seconds: # [0m
[32m[2024-05-28T10:58:29.748009Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:29.748299Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="chmod +x /usr/local/bin/htpasswd", cmd="backend_type_string", json_cmd_token="MvCVAzlz")
[2024-05-28T10:58:29.748775Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="zlFlQTCk", cmd="backend_type_string", text="; echo jUb2K-\$?-")
[2024-05-28T10:58:29.749036Z] [debug] [pid:45741] tests/containers/podman_integration.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.749198Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=160, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="chmod +x /usr/local/bin/htpasswd; echo jUb2K-\$?-")
[2024-05-28T10:58:29.749588Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="chmod +x /usr/local/bin/htpasswd; echo jUb2K-\$?-", no_regex=1, json_cmd_token="cIwhKWTq", pattern=[
    "chmod +x /usr/local/bin/htpasswd; echo jUb2K-\$?-"
  ], buffer_size=160, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:29.749681Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206173001060961 seconds: chmod +x /usr/local/bin/htpasswd; echo jUb2K-$?-[0m
[32m[2024-05-28T10:58:29.749999Z] [debug] [pid:45741] >>> testapi::wait_serial: chmod +x /usr/local/bin/htpasswd; echo jUb2K-$?-: ok[0m
[2024-05-28T10:58:29.750280Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="WHXdYESB", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:29.750540Z] [debug] [pid:45741] tests/containers/podman_integration.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.750698Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, timeout=90, record_output=undef, regexp=qr/jUb2K-\d+-/u)
[2024-05-28T10:58:29.751069Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:jUb2K-\\d+-)", no_regex=0, pattern="(?^u:jUb2K-\\d+-)", buffer_size=undef, json_cmd_token="nRqiikMm", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:29.751718Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000745379998988938 seconds: jUb2K-0-[0m
[32m[2024-05-28T10:58:29.752064Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:jUb2K-\d+-): ok[0m
[2024-05-28T10:58:29.752204Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T10:58:29.752328Z] [debug] [pid:45741] <<< testapi::script_run(cmd="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T10:58:29.752441Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T10:58:29.752568Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, record_output=undef, no_regex=1, regexp="# ")
[2024-05-28T10:58:29.752920Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="IKSKFxwv", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T10:58:29.752995Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165001998539083 seconds: # [0m
[32m[2024-05-28T10:58:29.753310Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:29.753583Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf", json_cmd_token="xQXnITkx")
[2024-05-28T10:58:29.754030Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo S3cp1-\$?-", json_cmd_token="BoJUfYtX")
[2024-05-28T10:58:29.754286Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T10:58:29.754446Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-", expect_not_found=0, buffer_size=188, quiet=undef)
[2024-05-28T10:58:29.754817Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=188, pattern=[
    "test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-"
  ], json_cmd_token="lMaxrAQw")
[33m[2024-05-28T10:58:29.754892Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016466200031573 seconds: test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-[0m
[32m[2024-05-28T10:58:29.755219Z] [debug] [pid:45741] >>> testapi::wait_serial: test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-: ok[0m
[2024-05-28T10:58:29.755487Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="QuCOdeut", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:29.755755Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T10:58:29.755914Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=30, no_regex=0, regexp=qr/S3cp1-\d+-/u, record_output=undef)
[2024-05-28T10:58:29.756283Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:S3cp1-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, pattern="(?^u:S3cp1-\\d+-)", buffer_size=undef, json_cmd_token="shNZIHOK")
[33m[2024-05-28T10:58:29.756369Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017663299877313 seconds: S3cp1-1-[0m
[32m[2024-05-28T10:58:29.756683Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:S3cp1-\d+-): ok[0m
[2024-05-28T10:58:29.756806Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T10:58:29.756927Z] [debug] [pid:45741] <<< testapi::script_run(cmd="mkdir /etc/systemd/system/user\@.service.d/", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T10:58:29.757041Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T10:58:29.757168Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="# ", no_regex=1, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:29.757517Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", record_output=undef, json_cmd_token="zHtIQCOJ", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:29.757576Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000158741997438483 seconds: # [0m
[32m[2024-05-28T10:58:29.757892Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:29.758154Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="vwsiLGzz", text="mkdir /etc/systemd/system/user\@.service.d/", cmd="backend_type_string")
[2024-05-28T10:58:29.758576Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="FUmGjVyx", text="; echo gi~ty-\$?-", cmd="backend_type_string")
[2024-05-28T10:58:29.758782Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T10:58:29.758910Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-", expect_not_found=0, buffer_size=170, quiet=undef)
[2024-05-28T10:58:29.759240Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-", record_output=undef, no_regex=1, json_cmd_token="LfwSDfeX", pattern=[
    "mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-"
  ], buffer_size=170, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:29.759314Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162841999554075 seconds: mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-[0m
[32m[2024-05-28T10:58:29.759548Z] [debug] [pid:45741] >>> testapi::wait_serial: mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-: ok[0m
[2024-05-28T10:58:29.759779Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="bXRJheCZ")
[2024-05-28T10:58:29.759987Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T10:58:29.760113Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, timeout=30, regexp=qr/gi~ty-\d+-/u)
[2024-05-28T10:58:29.760435Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:gi~ty-\\d+-)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, pattern="(?^u:gi~ty-\\d+-)", buffer_size=undef, json_cmd_token="WBpSBrXf")
[33m[2024-05-28T10:58:29.761831Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00147174999801791 seconds: gi~ty-0-[0m
[32m[2024-05-28T10:58:29.762090Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:gi~ty-\d+-): ok[0m
[2024-05-28T10:58:29.762182Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.762269Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:58:29.762356Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.762455Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:29.762775Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uertMzYQ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:29.762846Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159372000780422 seconds: # [0m
[32m[2024-05-28T10:58:29.763072Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:29.763316Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf", json_cmd_token="ScLsYhPG")
[2024-05-28T10:58:29.763672Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo SRlql-\$?-", cmd="backend_type_string", json_cmd_token="ryXLsoAf")
[2024-05-28T10:58:29.763865Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.763984Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=238, expect_not_found=0, no_regex=1, timeout=90, regexp="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-", record_output=undef)
[2024-05-28T10:58:29.764332Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-"
  ], buffer_size=238, json_cmd_token="HVjFCIOt", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T10:58:29.764425Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000185512999451021 seconds: echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-[0m
[32m[2024-05-28T10:58:29.764661Z] [debug] [pid:45741] >>> testapi::wait_serial: echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-: ok[0m
[2024-05-28T10:58:29.764899Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XOWjfntC", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:29.765106Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T10:58:29.765220Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, regexp=qr/SRlql-\d+-/u, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:29.765547Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:SRlql-\\d+-)", record_output=undef, no_regex=0, pattern="(?^u:SRlql-\\d+-)", buffer_size=undef, json_cmd_token="mjlAkeAf", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:29.765630Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160311999934493 seconds: SRlql-0-[0m
[32m[2024-05-28T10:58:29.765859Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:SRlql-\d+-): ok[0m
[2024-05-28T10:58:29.765990Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.766075Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="systemctl --no-pager daemon-reload", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:58:29.766158Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.766256Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, regexp="# ", no_regex=1, timeout=90)
[2024-05-28T10:58:29.766579Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZKdWgwvL")
[33m[2024-05-28T10:58:29.766638Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000159002000145847 seconds: # [0m
[32m[2024-05-28T10:58:29.766860Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:29.767138Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager daemon-reload", json_cmd_token="HDbwqRnB")
[2024-05-28T10:58:29.767582Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="SXKMWlBZ", cmd="backend_type_string", text="; echo hOyxE-\$?-")
[2024-05-28T10:58:29.767798Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.767909Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=162, regexp="systemctl --no-pager daemon-reload; echo hOyxE-\$?-", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T10:58:29.768364Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager daemon-reload; echo hOyxE-\$?-"
  ], json_cmd_token="FVFQJgCj", buffer_size=162, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="systemctl --no-pager daemon-reload; echo hOyxE-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T10:58:29.768477Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000259432999882847 seconds: systemctl --no-pager daemon-reload; echo hOyxE-$?-[0m
[32m[2024-05-28T10:58:29.768722Z] [debug] [pid:45741] >>> testapi::wait_serial: systemctl --no-pager daemon-reload; echo hOyxE-$?-: ok[0m
[2024-05-28T10:58:29.769024Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="NlRVbPyH", cmd="backend_type_string", text="\n")
[2024-05-28T10:58:29.769244Z] [debug] [pid:45741] tests/containers/podman_integration.pm:72 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T10:58:29.769355Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=0, regexp=qr/hOyxE-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:29.769691Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:hOyxE-\\d+-)", no_regex=0, record_output=undef, pattern="(?^u:hOyxE-\\d+-)", buffer_size=undef, json_cmd_token="SPTnGHVt", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:30.099574Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.329933811997762 seconds: hOyxE-0-[0m
[32m[2024-05-28T10:58:30.100024Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:hOyxE-\d+-): ok[0m
[2024-05-28T10:58:30.100161Z] [debug] [pid:45741] tests/containers/podman_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:58:30.100280Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="podman system reset -f", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:58:30.100378Z] [debug] [pid:45741] tests/containers/podman_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:58:30.100500Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, timeout=90, record_output=undef, regexp="# ")
[2024-05-28T10:58:30.101044Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="FUWtGpXx", pattern=[
    "# "
  ], buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:30.101154Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250353998126229 seconds: # [0m
[32m[2024-05-28T10:58:30.101552Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:30.102002Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AzVXQcAq", text="podman system reset -f", cmd="backend_type_string")
[2024-05-28T10:58:30.102627Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo u_~p4-\$?-", json_cmd_token="eLteWHUn")
[2024-05-28T10:58:30.102950Z] [debug] [pid:45741] tests/containers/podman_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:58:30.103109Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="podman system reset -f; echo u_~p4-\$?-", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=150)
[2024-05-28T10:58:30.103672Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="podman system reset -f; echo u_~p4-\$?-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "podman system reset -f; echo u_~p4-\$?-"
  ], json_cmd_token="PfdaemWl", buffer_size=150)
[33m[2024-05-28T10:58:30.103781Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000252713001827942 seconds: podman system reset -f; echo u_~p4-$?-[0m
[32m[2024-05-28T10:58:30.104195Z] [debug] [pid:45741] >>> testapi::wait_serial: podman system reset -f; echo u_~p4-$?-: ok[0m
[2024-05-28T10:58:30.104610Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HKTDIcuZ")
[2024-05-28T10:58:30.105017Z] [debug] [pid:45741] tests/containers/podman_integration.pm:74 called testapi::assert_script_run
[2024-05-28T10:58:30.105167Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/u_~p4-\d+-/u, record_output=undef, no_regex=0, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:30.105630Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:u_~p4-\\d+-)", json_cmd_token="fQqOhQEP", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="(?^u:u_~p4-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T10:58:55.207493Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 11 loops & 25.1018847100022 seconds: u_~p4-0-[0m
[32m[2024-05-28T10:58:55.208258Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:u_~p4-\d+-): ok[0m
[2024-05-28T10:58:55.208441Z] [debug] [pid:45741] tests/containers/podman_integration.pm:75 called testapi::assert_script_run
[2024-05-28T10:58:55.208561Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="modprobe ip6_tables", timeout=90, quiet=undef, fail_message="")
[2024-05-28T10:58:55.208674Z] [debug] [pid:45741] tests/containers/podman_integration.pm:75 called testapi::assert_script_run
[2024-05-28T10:58:55.208804Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="# ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:55.209463Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OIaiCcxp", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef)
[33m[2024-05-28T10:58:55.209576Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278083000011975 seconds: # [0m
[32m[2024-05-28T10:58:55.209981Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:55.210552Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="DyHnYfVL", cmd="backend_type_string", text="modprobe ip6_tables")
[2024-05-28T10:58:55.211227Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="YLZNNYKN", text="; echo MekXJ-\$?-", cmd="backend_type_string")
[2024-05-28T10:58:55.211479Z] [debug] [pid:45741] tests/containers/podman_integration.pm:75 called testapi::assert_script_run
[2024-05-28T10:58:55.211614Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=147, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="modprobe ip6_tables; echo MekXJ-\$?-", timeout=90)
[2024-05-28T10:58:55.212111Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="modprobe ip6_tables; echo MekXJ-\$?-", no_regex=1, record_output=undef, json_cmd_token="ARXpmCUR", pattern=[
    "modprobe ip6_tables; echo MekXJ-\$?-"
  ], buffer_size=147, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:55.212219Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241563000599854 seconds: modprobe ip6_tables; echo MekXJ-$?-[0m
[32m[2024-05-28T10:58:55.212537Z] [debug] [pid:45741] >>> testapi::wait_serial: modprobe ip6_tables; echo MekXJ-$?-: ok[0m
[2024-05-28T10:58:55.212894Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="BhhacDPo")
[2024-05-28T10:58:55.213127Z] [debug] [pid:45741] tests/containers/podman_integration.pm:75 called testapi::assert_script_run
[2024-05-28T10:58:55.213248Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=0, regexp=qr/MekXJ-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:55.213598Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:MekXJ-\\d+-)", json_cmd_token="IwRZjGye", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^u:MekXJ-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T10:58:55.221111Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00747396999940975 seconds: MekXJ-0-[0m
[32m[2024-05-28T10:58:55.221852Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:MekXJ-\d+-): ok[0m
[2024-05-28T10:58:55.222055Z] [debug] [pid:45741] tests/containers/podman_integration.pm:77 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:58:55.222194Z] [debug] [pid:45741] <<< testapi::script_run(cmd="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T10:58:55.222313Z] [debug] [pid:45741] tests/containers/podman_integration.pm:77 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:58:55.222444Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, timeout=90, no_regex=1, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:55.223096Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="HBJTKjOm", pattern=[
    "# "
  ], buffer_size=undef)
[33m[2024-05-28T10:58:55.223226Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002982339974551 seconds: # [0m
[32m[2024-05-28T10:58:55.223535Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:55.223911Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="tPqOKpCB", text="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf", cmd="backend_type_string")
[2024-05-28T10:58:55.224416Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo WYFRk-\$?-", json_cmd_token="LxVtIwgq")
[2024-05-28T10:58:55.224665Z] [debug] [pid:45741] tests/containers/podman_integration.pm:77 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:58:55.224818Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-", expect_not_found=0, quiet=undef, buffer_size=203)
[2024-05-28T10:58:55.225279Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-", record_output=undef, buffer_size=203, pattern=[
    "test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-"
  ], json_cmd_token="osrTzPhg", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:55.225403Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256253999395994 seconds: test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-[0m
[32m[2024-05-28T10:58:55.225698Z] [debug] [pid:45741] >>> testapi::wait_serial: test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-: ok[0m
[2024-05-28T10:58:55.226040Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="RJShlMUj")
[2024-05-28T10:58:55.226274Z] [debug] [pid:45741] tests/containers/podman_integration.pm:77 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T10:58:55.226417Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/WYFRk-\d+-/u, timeout=30, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:55.226867Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:WYFRk-\\d+-)", json_cmd_token="XsFXRoAL", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^u:WYFRk-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T10:58:55.226988Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240663001022767 seconds: WYFRk-1-[0m
[32m[2024-05-28T10:58:55.227267Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:WYFRk-\d+-): ok[0m
[2024-05-28T10:58:55.227393Z] [debug] [pid:45741] tests/containers/podman_integration.pm:79 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T10:58:55.227509Z] [debug] [pid:45741] <<< testapi::script_run(cmd="ls /sys/fs/cgroup/cgroup.controllers", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T10:58:55.227608Z] [debug] [pid:45741] tests/containers/podman_integration.pm:79 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T10:58:55.227728Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="# ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:55.228203Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="PPUoyIsF", buffer_size=undef, no_regex=1, record_output=undef, regexp="# ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:55.228321Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00026812299984158 seconds: # [0m
[32m[2024-05-28T10:58:55.228612Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:55.228914Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="ls /sys/fs/cgroup/cgroup.controllers", cmd="backend_type_string", json_cmd_token="AKZJSArP")
[2024-05-28T10:58:55.229307Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="YXYvynat", text="; echo kjwUb-\$?-", cmd="backend_type_string")
[2024-05-28T10:58:55.229527Z] [debug] [pid:45741] tests/containers/podman_integration.pm:79 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T10:58:55.229670Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=164, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", timeout=90)
[2024-05-28T10:58:55.230061Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="uxMjKSDM", pattern=[
    "ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-"
  ], buffer_size=164)
[33m[2024-05-28T10:58:55.230145Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002074129988614 seconds: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-[0m
[32m[2024-05-28T10:58:55.230373Z] [debug] [pid:45741] >>> testapi::wait_serial: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-: ok[0m
[2024-05-28T10:58:55.230613Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="iKzfkOMp", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:55.230787Z] [debug] [pid:45741] tests/containers/podman_integration.pm:79 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T10:58:55.230902Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, no_regex=0, record_output=undef, regexp=qr/kjwUb-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:55.231209Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^u:kjwUb-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", pattern="(?^u:kjwUb-\\d+-)", buffer_size=undef, json_cmd_token="NsfrdXpG")
[33m[2024-05-28T10:58:55.232642Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00151072099833982 seconds: kjwUb-0-[0m
[32m[2024-05-28T10:58:55.232876Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:kjwUb-\d+-): ok[0m
[2024-05-28T10:58:55.233012Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.233121Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:55.233442Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="kBSTwoJf", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T10:58:55.233513Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161462998221396 seconds: # [0m
[32m[2024-05-28T10:58:55.233735Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:55.233803Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.233853Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scripta_2wy.sh :\n \"cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-\" \n")
[2024-05-28T10:58:55.234096Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="LSmVEbNd", text="cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-\n", cmd="backend_type_string")
[2024-05-28T10:58:55.234263Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.234374Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T10:58:55.234687Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-"
  ], buffer_size=undef, json_cmd_token="FzxxXucb", no_regex=1, record_output=undef, regexp="cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:55.234762Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162092001119163 seconds: cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-$?-[0m
[32m[2024-05-28T10:58:55.234985Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-$?-: ok[0m
[2024-05-28T10:58:55.235062Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.235167Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="> ", timeout=90, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:55.235550Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="malTvKos", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T10:58:55.235609Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000147742000990547 seconds: > [0m
[32m[2024-05-28T10:58:55.235847Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T10:58:55.236107Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="dHjumOPy", text="podman info\nEOT_a_2wy\n", cmd="backend_type_string")
[2024-05-28T10:58:55.236306Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.236421Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, timeout=90, no_regex=1, regexp="> EOT_a_2wy", record_output=undef)
[2024-05-28T10:58:55.236766Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="LPRbTJaT", pattern=[
    "> EOT_a_2wy"
  ], buffer_size=undef, no_regex=1, regexp="> EOT_a_2wy", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:55.236839Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157722002768423 seconds: > EOT_a_2wy[0m
[32m[2024-05-28T10:58:55.237114Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_a_2wy: ok[0m
[2024-05-28T10:58:55.237190Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.237293Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="a_2wy-0-", no_regex=0, record_output=undef, timeout=90)
[2024-05-28T10:58:55.237713Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="a_2wy-0-", buffer_size=undef, json_cmd_token="fKlHrtdP", record_output=undef, no_regex=0, regexp="a_2wy-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:55.237837Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211513000976993 seconds: a_2wy-0-[0m
[32m[2024-05-28T10:58:55.238104Z] [debug] [pid:45741] >>> testapi::wait_serial: a_2wy-0-: ok[0m
[2024-05-28T10:58:55.238186Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.238289Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="# ", record_output=undef, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.238687Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="MDxjPQKO", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:55.238769Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199512000108371 seconds: # [0m
[32m[2024-05-28T10:58:55.239002Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:55.239258Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-\n", json_cmd_token="AZCdZyPu")
[2024-05-28T10:58:55.239448Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.239563Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-", record_output=undef, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:55.239891Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-", record_output=undef, buffer_size=undef, pattern=[
    "echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-"
  ], json_cmd_token="LhUrzkux", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:55.239966Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168431997735752 seconds: echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-$?-[0m
[32m[2024-05-28T10:58:55.240267Z] [debug] [pid:45741] >>> testapi::wait_serial: echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-$?-: ok[0m
[2024-05-28T10:58:55.240347Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::script_output
[2024-05-28T10:58:55.240451Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, timeout=90, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDa_2wy-\\d+-")
[2024-05-28T10:58:55.240853Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDa_2wy-\\d+-", record_output=1, no_regex=0, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern="SCRIPT_FINISHEDa_2wy-\\d+-", json_cmd_token="priUpXMB", buffer_size=undef)
[33m[2024-05-28T10:58:55.347148Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 294 loops & 0.106265133999841 seconds: SCRIPT_FINISHEDa_2wy-0-[0m
[32m[2024-05-28T10:58:55.348027Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDa_2wy-\d+-: ok[0m
[2024-05-28T10:58:55.348487Z] [debug] [pid:45741] tests/containers/podman_integration.pm:81 called testapi::record_info
[2024-05-28T10:58:55.348804Z] [debug] [pid:45741] <<< testapi::record_info(title="podman info", output="host:\n  arch: amd64\n  buildahVersion: 1.35.4\n  cgroupControllers:\n  - cpuset\n  - cpu\n  - io\n  - memory\n  - hugetlb\n  - pids\n  - rdma\n  - misc\n  cgroupManager: systemd\n  cgroupVersion: v2\n  conmon:\n    package: conmon-2.1.12-1.1.x86_64\n    path: /usr/bin/conmon\n    version: 'conmon version 2.1.12, commit: unknown'\n  cpuUtilization:\n    idlePercent: 88.99\n    systemPercent: 4.67\n    userPercent: 6.34\n  cpus: 2\n  databaseBackend: sqlite\n  distribution:\n    distribution: opensuse-tumbleweed\n    version: \"20240527\"\n  eventLogger: journald\n  freeLocks: 2046\n  hostname: susetest\n  idMappings:\n    gidmap: null\n    uidmap: null\n  kernel: 6.9.1-1-default\n  linkmode: dynamic\n  logDriver: journald\n  memFree: 408326144\n  memTotal: 2068201472\n  networkBackend: netavark\n  networkBackendInfo:\n    backend: netavark\n    dns:\n      package: aardvark-dns-1.10.0-1.3.x86_64\n      path: /usr/libexec/podman/aardvark-dns\n      version: aardvark-dns 1.10.0\n    package: netavark-1.10.3-1.2.x86_64\n    path: /usr/libexec/podman/netavark\n    version: netavark 1.10.3\n  ociRuntime:\n    name: crun\n    package: crun-1.14.4-1.2.x86_64\n    path: /usr/bin/crun\n    version: |-\n      crun version 1.14.4\n      commit: a220ca661ce078f2c37b38c92e66cf66c012d9c1\n      rundir: /run/user/0/crun\n      spec: 1.0.0\n      +SYSTEMD +SELINUX +APPARMOR +CAP +SECCOMP +EBPF +CRIU +LIBKRUN +WASM:wasmedge +YAJL\n  os: linux\n  pasta:\n    executable: /usr/bin/pasta\n    package: passt-20240510.7288448-1.1.x86_64\n    version: |\n      pasta 20240510.7288448-1.1\n      Copyright Red Hat\n      GNU General Public License, version 2 or later\n        <https://www.gnu.org/licenses/old-licenses/gpl-2.0.html>\n      This is free software: you are free to change and redistribute it.\n      There is NO WARRANTY, to the extent permitted by law.\n  remoteSocket:\n    exists: false\n    path: /run/podman/podman.sock\n  security:\n    apparmorEnabled: true\n    capabilities: CAP_CHOWN,CAP_DAC_OVERRIDE,CAP_FOWNER,CAP_FSETID,CAP_KILL,CAP_NET_BIND_SERVICE,CAP_SETFCAP,CAP_SETGID,CAP_SETPCAP,CAP_SETUID,CAP_SYS_CHROOT\n    rootless: false\n    seccompEnabled: true\n    seccompProfilePath: /etc/containers/seccomp.json\n    selinuxEnabled: false\n  serviceIsRemote: false\n  slirp4netns:\n    executable: /usr/bin/slirp4netns\n    package: slirp4netns-1.3.1-1.1.x86_64\n    version: |-\n      slirp4netns version 1.3.1\n      commit: unknown\n      libslirp: 4.8.0\n      SLIRP_CONFIG_VERSION_MAX: 5\n      libseccomp: 2.5.5\n  swapFree: 2148507648\n  swapTotal: 2148507648\n  uptime: 0h 8m 54.00s\n  variant: \"\"\nplugins:\n  authorization: null\n  log:\n  - k8s-file\n  - none\n  - passthrough\n  - journald\n  network:\n  - bridge\n  - macvlan\n  - ipvlan\n  volume:\n  - local\nregistries:\n  search:\n  - registry.opensuse.org\n  - registry.suse.com\n  - docker.io\nstore:\n  configFile: /etc/containers/storage.conf\n  containerStore:\n    number: 1\n    paused: 0\n    running: 0\n    stopped: 1\n  graphDriverName: overlay\n  graphOptions:\n    overlay.mountopt: nodev,metacopy=on\n  graphRoot: /var/lib/containers/storage\n  graphRootAllocated: 30054285312\n  graphRootUsed: 3120566272\n  graphStatus:\n    Backing Filesystem: btrfs\n    Native Overlay Diff: \"false\"\n    Supports d_type: \"true\"\n    Supports shifting: \"true\"\n    Supports volatile: \"true\"\n    Using metacopy: \"true\"\n  imageCopyTmpDir: /var/tmp\n  imageStore:\n    number: 1\n  runRoot: /run/containers/storage\n  transientStore: false\n  volumePath: /var/lib/containers/storage/volumes\nversion:\n  APIVersion: 5.0.3\n  Built: 1715364600\n  BuiltTime: Fri May 10 14:10:00 2024\n  GitCommit: \"\"\n  GoVersion: go1.21.10\n  Os: linux\n  OsArch: linux/amd64\n  Version: 5.0.3", result="ok")
[2024-05-28T10:58:55.349026Z] [debug] [pid:45741] tests/containers/podman_integration.pm:83 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:58:55.349146Z] [debug] [pid:45741] <<< testapi::script_run(cmd="grep bernhard /etc/passwd", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T10:58:55.349263Z] [debug] [pid:45741] tests/containers/podman_integration.pm:83 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:58:55.349390Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.349959Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="lHrHKDBM", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T10:58:55.350055Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235563002206618 seconds: # [0m
[32m[2024-05-28T10:58:55.350423Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T10:58:55.350772Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="bNmANxZy", text="grep bernhard /etc/passwd", cmd="backend_type_string")
[2024-05-28T10:58:55.351341Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo bup7F-\$?-", json_cmd_token="pzFkHYsC")
[2024-05-28T10:58:55.351654Z] [debug] [pid:45741] tests/containers/podman_integration.pm:83 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:58:55.351811Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=153, quiet=undef, timeout=90, no_regex=1, regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", record_output=undef)
[2024-05-28T10:58:55.352296Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", record_output=undef, no_regex=1, buffer_size=153, pattern=[
    "grep bernhard /etc/passwd; echo bup7F-\$?-"
  ], json_cmd_token="pdKqmrHa", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:55.352393Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226893000217387 seconds: grep bernhard /etc/passwd; echo bup7F-$?-[0m
[32m[2024-05-28T10:58:55.352783Z] [debug] [pid:45741] >>> testapi::wait_serial: grep bernhard /etc/passwd; echo bup7F-$?-: ok[0m
[2024-05-28T10:58:55.353156Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="WirDJvKe")
[2024-05-28T10:58:55.353455Z] [debug] [pid:45741] tests/containers/podman_integration.pm:83 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T10:58:55.353613Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, record_output=undef, regexp=qr/bup7F-\d+-/u, no_regex=0, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.354148Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:bup7F-\\d+-)", no_regex=0, pattern="(?^u:bup7F-\\d+-)", buffer_size=undef, json_cmd_token="kANphwky", cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T10:58:55.355028Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.000986343002296053 seconds: bup7F-0-[0m
[32m[2024-05-28T10:58:55.355481Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:bup7F-\d+-): ok[0m
[2024-05-28T10:58:55.355660Z] [debug] [pid:45741] tests/containers/podman_integration.pm:83 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T10:58:55.355727Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="user-virtio-terminal")
[2024-05-28T10:58:55.356300Z] [debug] [pid:45741] tests/containers/podman_integration.pm:86 called testapi::assert_script_run
[2024-05-28T10:58:55.356391Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp", quiet=undef, fail_message="", timeout=90)
[2024-05-28T10:58:55.356807Z] [debug] [pid:45741] tests/containers/podman_integration.pm:86 called testapi::assert_script_run
[2024-05-28T10:58:55.356921Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, record_output=undef, no_regex=1, regexp="\$ ")
[2024-05-28T10:58:55.357362Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="\$ ", record_output=undef, no_regex=1, json_cmd_token="nOHyNrCd", pattern=[
    "\$ "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:55.357473Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238292999711121 seconds: $ [0m
[32m[2024-05-28T10:58:55.357728Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:55.358058Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ovLhQmxR", text="cd /var/tmp", cmd="backend_type_string")
[2024-05-28T10:58:55.358508Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="EgLNcXsY", cmd="backend_type_string", text="; echo Pw7vm-\$?-")
[2024-05-28T10:58:55.358710Z] [debug] [pid:45741] tests/containers/podman_integration.pm:86 called testapi::assert_script_run
[2024-05-28T10:58:55.358826Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, regexp="cd /var/tmp; echo Pw7vm-\$?-", record_output=undef, buffer_size=139, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:55.359260Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cd /var/tmp; echo Pw7vm-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="ZWocJohR", pattern=[
    "cd /var/tmp; echo Pw7vm-\$?-"
  ], buffer_size=139)
[33m[2024-05-28T10:58:55.359368Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237083000683924 seconds: cd /var/tmp; echo Pw7vm-$?-[0m
[32m[2024-05-28T10:58:55.359609Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp; echo Pw7vm-$?-: ok[0m
[2024-05-28T10:58:55.359946Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="fKOerDzD")
[2024-05-28T10:58:55.360174Z] [debug] [pid:45741] tests/containers/podman_integration.pm:86 called testapi::assert_script_run
[2024-05-28T10:58:55.360299Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/Pw7vm-\d+-/u, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.360726Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:Pw7vm-\\d+-)", buffer_size=undef, json_cmd_token="pyRtLfgG", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="(?^u:Pw7vm-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T10:58:55.360848Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239033000980271 seconds: Pw7vm-0-[0m
[32m[2024-05-28T10:58:55.361091Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Pw7vm-\d+-): ok[0m
[2024-05-28T10:58:55.361256Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.361374Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, no_regex=1, regexp="\$ ", timeout=90)
[2024-05-28T10:58:55.361769Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], json_cmd_token="NaBoPGxG", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="\$ ", record_output=undef, no_regex=1)
[33m[2024-05-28T10:58:55.361845Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000193161999050062 seconds: $ [0m
[32m[2024-05-28T10:58:55.362078Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:55.362153Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.362203Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptBTLGK.sh :\n \"cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-\" \n")
[2024-05-28T10:58:55.362471Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="LUUjJvDK", cmd="backend_type_string", text="cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-\n")
[2024-05-28T10:58:55.362645Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.362761Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:55.363102Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-", record_output=undef, no_regex=1, pattern=[
    "cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-"
  ], json_cmd_token="YiAzRMMN", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:55.363180Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190152000868693 seconds: cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-$?-[0m
[32m[2024-05-28T10:58:55.363398Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-$?-: ok[0m
[2024-05-28T10:58:55.363482Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.363588Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="> ", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T10:58:55.363889Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "> "
  ], json_cmd_token="mohUpkfD", buffer_size=undef, regexp="> ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:55.363949Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000150191997818183 seconds: > [0m
[32m[2024-05-28T10:58:55.364171Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T10:58:55.364404Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="podman version | awk '/^Version:/ { print \$2 }'\nEOT_BTLGK\n", json_cmd_token="YSJKLyyu")
[2024-05-28T10:58:55.364566Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.364678Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="> EOT_BTLGK", no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:55.364972Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "> EOT_BTLGK"
  ], json_cmd_token="KBXcmgjc", buffer_size=undef, no_regex=1, regexp="> EOT_BTLGK", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:55.365048Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161732998094521 seconds: > EOT_BTLGK[0m
[32m[2024-05-28T10:58:55.365262Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_BTLGK: ok[0m
[2024-05-28T10:58:55.365343Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.365446Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=0, regexp="BTLGK-0-", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.365740Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="BTLGK-0-", record_output=undef, no_regex=0, buffer_size=undef, pattern="BTLGK-0-", json_cmd_token="EwzHgjdK", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:55.366412Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000750319999497151 seconds: BTLGK-0-[0m
[32m[2024-05-28T10:58:55.366627Z] [debug] [pid:45741] >>> testapi::wait_serial: BTLGK-0-: ok[0m
[2024-05-28T10:58:55.366714Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.366816Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="\$ ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:55.367109Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="zxkCmQsD", record_output=undef, no_regex=1, regexp="\$ ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:55.367180Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159541999892099 seconds: $ [0m
[32m[2024-05-28T10:58:55.367393Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:55.367619Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-\n", json_cmd_token="AUfIlKWK")
[2024-05-28T10:58:55.367779Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.367893Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.368201Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="SMMRjKtE", pattern=[
    "echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-"
  ], buffer_size=undef, no_regex=1, record_output=undef, regexp="echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:55.368280Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169711998751154 seconds: echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-$?-[0m
[32m[2024-05-28T10:58:55.368612Z] [debug] [pid:45741] >>> testapi::wait_serial: echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-$?-: ok[0m
[2024-05-28T10:58:55.368696Z] [debug] [pid:45741] tests/containers/podman_integration.pm:89 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T10:58:55.368801Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=1, no_regex=0, timeout=90, regexp="SCRIPT_FINISHEDBTLGK-\\d+-", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.369097Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="SCRIPT_FINISHEDBTLGK-\\d+-", json_cmd_token="qnljAXJj", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDBTLGK-\\d+-")
[33m[2024-05-28T10:58:55.396062Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.027004504998331 seconds: SCRIPT_FINISHEDBTLGK-0-[0m
[32m[2024-05-28T10:58:55.396435Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDBTLGK-\d+-: ok[0m
[2024-05-28T10:58:55.396576Z] [debug] [pid:45741] tests/containers/podman_integration.pm:90 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:58:55.396709Z] [debug] [pid:45741] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/containers/podman/archive/refs/tags/v5.0.3.tar.gz | tar -zxf -", die_on_timeout=1, timeout=303, quiet=undef, output="")
[2024-05-28T10:58:55.396811Z] [debug] [pid:45741] tests/containers/podman_integration.pm:90 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:58:55.396935Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, no_regex=1, timeout=90, regexp="\$ ")
[2024-05-28T10:58:55.397376Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="EMJjvVxo", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="\$ ", no_regex=1)
[33m[2024-05-28T10:58:55.397459Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018417200044496 seconds: $ [0m
[32m[2024-05-28T10:58:55.397784Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:55.398116Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  300 curl -sL https://github.com/containers/podman/archive/refs/tags/v5.0.3.tar.gz | tar -zxf -", json_cmd_token="trlIdHDf")
[2024-05-28T10:58:55.398503Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Qmtwd-\$?-", json_cmd_token="AVHcBnkS")
[2024-05-28T10:58:55.398687Z] [debug] [pid:45741] tests/containers/podman_integration.pm:90 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:58:55.398814Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="timeout  300 curl -sL https://github.com/containers/podman/archive/refs/tags/v5.0.3.tar.gz | tar -zxf -; echo Qmtwd-\$?-", record_output=undef, timeout=90, no_regex=1, buffer_size=231, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:55.399154Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="timeout  300 curl -sL https://github.com/containers/podman/archive/refs/tags/v5.0.3.tar.gz | tar -zxf -; echo Qmtwd-\$?-", no_regex=1, pattern=[
    "timeout  300 curl -sL https://github.com/containers/podman/archive/refs/tags/v5.0.3.tar.gz | tar -zxf -; echo Qmtwd-\$?-"
  ], json_cmd_token="WdRJyNuH", buffer_size=231, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:55.399241Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000183031999767991 seconds: timeout  300 curl -sL https://github.com/containers/podman/archive/refs/tags/v5.0.3.tar.gz | tar -zxf -; echo Qmtwd-$?-[0m
[32m[2024-05-28T10:58:55.399480Z] [debug] [pid:45741] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/containers/podman/archive/refs/tags/v5.0.3.tar.gz | tar -zxf -; echo Qmtwd-$?-: ok[0m
[2024-05-28T10:58:55.399728Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mSZOlnLk")
[2024-05-28T10:58:55.399907Z] [debug] [pid:45741] tests/containers/podman_integration.pm:90 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T10:58:55.400034Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=303, regexp=qr/Qmtwd-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:55.400443Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=303, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:Qmtwd-\\d+-)", json_cmd_token="baKaspue", regexp="(?^u:Qmtwd-\\d+-)", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:59.447014Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 4.04660479800077 seconds: Qmtwd-0-[0m
[32m[2024-05-28T10:58:59.447735Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Qmtwd-\d+-): ok[0m
[2024-05-28T10:58:59.447921Z] [debug] [pid:45741] tests/containers/podman_integration.pm:91 called testapi::assert_script_run
[2024-05-28T10:58:59.448075Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/podman-5.0.3/", timeout=90, fail_message="", quiet=undef)
[2024-05-28T10:58:59.448195Z] [debug] [pid:45741] tests/containers/podman_integration.pm:91 called testapi::assert_script_run
[2024-05-28T10:58:59.448330Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="\$ ", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:59.448994Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="ZFQuaRvW", record_output=undef, regexp="\$ ", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:59.449112Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284443998680217 seconds: $ [0m
[32m[2024-05-28T10:58:59.449516Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.449976Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="uBdeiLyr", cmd="backend_type_string", text="cd /var/tmp/podman-5.0.3/")
[2024-05-28T10:58:59.450658Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="zXauhZhK", cmd="backend_type_string", text="; echo Npmrt-\$?-")
[2024-05-28T10:58:59.450985Z] [debug] [pid:45741] tests/containers/podman_integration.pm:91 called testapi::assert_script_run
[2024-05-28T10:58:59.451145Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=153, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="cd /var/tmp/podman-5.0.3/; echo Npmrt-\$?-")
[2024-05-28T10:58:59.451676Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=153, pattern=[
    "cd /var/tmp/podman-5.0.3/; echo Npmrt-\$?-"
  ], json_cmd_token="fRVnRQPu", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="cd /var/tmp/podman-5.0.3/; echo Npmrt-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T10:58:59.451786Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246773997787386 seconds: cd /var/tmp/podman-5.0.3/; echo Npmrt-$?-[0m
[32m[2024-05-28T10:58:59.452149Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/podman-5.0.3/; echo Npmrt-$?-: ok[0m
[2024-05-28T10:58:59.452520Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="sgCuKRID")
[2024-05-28T10:58:59.452773Z] [debug] [pid:45741] tests/containers/podman_integration.pm:91 called testapi::assert_script_run
[2024-05-28T10:58:59.452931Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, timeout=90, regexp=qr/Npmrt-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:59.453379Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:Npmrt-\\d+-)", json_cmd_token="RNfGwgbA", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=0, regexp="(?^u:Npmrt-\\d+-)", record_output=undef)
[33m[2024-05-28T10:58:59.453504Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024339299852727 seconds: Npmrt-0-[0m
[32m[2024-05-28T10:58:59.453801Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Npmrt-\d+-): ok[0m
[2024-05-28T10:58:59.453919Z] [debug] [pid:45741] tests/containers/podman_integration.pm:92 called testapi::assert_script_run
[2024-05-28T10:58:59.454025Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="sed -i 's/bats_opts=()/bats_opts=(--tap)/' hack/bats", timeout=90, fail_message="", quiet=undef)
[2024-05-28T10:58:59.454119Z] [debug] [pid:45741] tests/containers/podman_integration.pm:92 called testapi::assert_script_run
[2024-05-28T10:58:59.454248Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp="\$ ", no_regex=1, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.454686Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="pOgrOIVM", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1)
[33m[2024-05-28T10:58:59.454777Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000216992997593479 seconds: $ [0m
[32m[2024-05-28T10:58:59.455059Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.455365Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="UeotNhkC", cmd="backend_type_string", text="sed -i 's/bats_opts=()/bats_opts=(--tap)/' hack/bats")
[2024-05-28T10:58:59.455798Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo rKnUa-\$?-", json_cmd_token="ekLFCHoX")
[2024-05-28T10:58:59.456009Z] [debug] [pid:45741] tests/containers/podman_integration.pm:92 called testapi::assert_script_run
[2024-05-28T10:58:59.456170Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="sed -i 's/bats_opts=()/bats_opts=(--tap)/' hack/bats; echo rKnUa-\$?-", expect_not_found=0, buffer_size=180, quiet=undef)
[2024-05-28T10:58:59.456554Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "sed -i 's/bats_opts=()/bats_opts=(--tap)/' hack/bats; echo rKnUa-\$?-"
  ], json_cmd_token="BcKVLNlU", buffer_size=180, regexp="sed -i 's/bats_opts=()/bats_opts=(--tap)/' hack/bats; echo rKnUa-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T10:58:59.456649Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196883000171511 seconds: sed -i 's/bats_opts=()/bats_opts=(--tap)/' hack/bats; echo rKnUa-$?-[0m
[32m[2024-05-28T10:58:59.456942Z] [debug] [pid:45741] >>> testapi::wait_serial: sed -i 's/bats_opts=()/bats_opts=(--tap)/' hack/bats; echo rKnUa-$?-: ok[0m
[2024-05-28T10:58:59.457247Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="kwtZaTTt")
[2024-05-28T10:58:59.457450Z] [debug] [pid:45741] tests/containers/podman_integration.pm:92 called testapi::assert_script_run
[2024-05-28T10:58:59.457568Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, record_output=undef, regexp=qr/rKnUa-\d+-/u, no_regex=0)
[2024-05-28T10:58:59.457945Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:rKnUa-\\d+-)", json_cmd_token="XDkpWPQZ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=0, regexp="(?^u:rKnUa-\\d+-)", record_output=undef)
[33m[2024-05-28T10:58:59.460183Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00232206099826726 seconds: rKnUa-0-[0m
[32m[2024-05-28T10:58:59.460473Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:rKnUa-\d+-): ok[0m
[2024-05-28T10:58:59.460583Z] [debug] [pid:45741] tests/containers/podman_integration.pm:93 called testapi::assert_script_run
[2024-05-28T10:58:59.460685Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test/system test/system.orig", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:58:59.460777Z] [debug] [pid:45741] tests/containers/podman_integration.pm:93 called testapi::assert_script_run
[2024-05-28T10:58:59.460895Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="\$ ", timeout=90)
[2024-05-28T10:58:59.461290Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="LsULozDM", pattern=[
    "\$ "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="\$ ", record_output=undef, no_regex=1)
[33m[2024-05-28T10:58:59.461386Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199013000383275 seconds: $ [0m
[32m[2024-05-28T10:58:59.461619Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.461872Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cp -r test/system test/system.orig", cmd="backend_type_string", json_cmd_token="oiZEzBLh")
[2024-05-28T10:58:59.462209Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo O7ZTW-\$?-", cmd="backend_type_string", json_cmd_token="vcFPDlwa")
[2024-05-28T10:58:59.462376Z] [debug] [pid:45741] tests/containers/podman_integration.pm:93 called testapi::assert_script_run
[2024-05-28T10:58:59.462491Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=162, quiet=undef, expect_not_found=0, regexp="cp -r test/system test/system.orig; echo O7ZTW-\$?-", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T10:58:59.462807Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cp -r test/system test/system.orig; echo O7ZTW-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "cp -r test/system test/system.orig; echo O7ZTW-\$?-"
  ], buffer_size=162, json_cmd_token="noYoDMeu")
[33m[2024-05-28T10:58:59.462885Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167632002558094 seconds: cp -r test/system test/system.orig; echo O7ZTW-$?-[0m
[32m[2024-05-28T10:58:59.463112Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test/system test/system.orig; echo O7ZTW-$?-: ok[0m
[2024-05-28T10:58:59.463353Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ErLjZyDZ")
[2024-05-28T10:58:59.463525Z] [debug] [pid:45741] tests/containers/podman_integration.pm:93 called testapi::assert_script_run
[2024-05-28T10:58:59.463637Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/O7ZTW-\d+-/u, record_output=undef, no_regex=0, timeout=90)
[2024-05-28T10:58:59.463941Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="BmLWBveD", pattern="(?^u:O7ZTW-\\d+-)", buffer_size=undef, record_output=undef, regexp="(?^u:O7ZTW-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:59.470131Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00625281400061795 seconds: O7ZTW-0-[0m
[32m[2024-05-28T10:58:59.470431Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:O7ZTW-\d+-): ok[0m
[2024-05-28T10:58:59.470616Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.470750Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="\$ ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.471135Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="XMedZUBA", pattern=[
    "\$ "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1)
[33m[2024-05-28T10:58:59.471210Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194211999769323 seconds: $ [0m
[32m[2024-05-28T10:58:59.471551Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.471624Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.471674Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptPU4OQ.sh :\n \"cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-\" \n")
[2024-05-28T10:58:59.471929Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-\n", json_cmd_token="FtvCnphE")
[2024-05-28T10:58:59.472119Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.472242Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.472614Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-", no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-"
  ], json_cmd_token="AARKkdgl")
[33m[2024-05-28T10:58:59.472705Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204711999685969 seconds: cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-$?-[0m
[32m[2024-05-28T10:58:59.472944Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-$?-: ok[0m
[2024-05-28T10:58:59.473028Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.473132Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="> ")
[2024-05-28T10:58:59.473493Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="bblpJRzW", pattern=[
    "> "
  ], buffer_size=undef)
[33m[2024-05-28T10:58:59.473564Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177892001374858 seconds: > [0m
[32m[2024-05-28T10:58:59.473819Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T10:58:59.474090Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="pIVWOLWX", cmd="backend_type_string", text="rpm -ql podman | grep podman/quadlet\nEOT_PU4OQ\n")
[2024-05-28T10:58:59.474287Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.474423Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="> EOT_PU4OQ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:59.474786Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="> EOT_PU4OQ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "> EOT_PU4OQ"
  ], buffer_size=undef, json_cmd_token="ysmUGuRI")
[33m[2024-05-28T10:58:59.474873Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201012997422367 seconds: > EOT_PU4OQ[0m
[32m[2024-05-28T10:58:59.475137Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_PU4OQ: ok[0m
[2024-05-28T10:58:59.475236Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.475362Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="PU4OQ-0-", record_output=undef, timeout=90, no_regex=0)
[2024-05-28T10:58:59.475713Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="PU4OQ-0-", no_regex=0, buffer_size=undef, pattern="PU4OQ-0-", json_cmd_token="xbWoDCPt", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:59.476138Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000516457002959214 seconds: PU4OQ-0-[0m
[32m[2024-05-28T10:58:59.476411Z] [debug] [pid:45741] >>> testapi::wait_serial: PU4OQ-0-: ok[0m
[2024-05-28T10:58:59.476516Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.476644Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="\$ ", timeout=90)
[2024-05-28T10:58:59.477015Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="oaCwFynz", pattern=[
    "\$ "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="\$ ", record_output=undef, no_regex=1)
[33m[2024-05-28T10:58:59.477102Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199663001694717 seconds: $ [0m
[32m[2024-05-28T10:58:59.477360Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.477638Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="avZaREFo", cmd="backend_type_string", text="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-\n")
[2024-05-28T10:58:59.477836Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.477977Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:59.478341Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-"
  ], json_cmd_token="mEnBjGWK")
[33m[2024-05-28T10:58:59.478432Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201913000637433 seconds: echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-$?-[0m
[32m[2024-05-28T10:58:59.478693Z] [debug] [pid:45741] >>> testapi::wait_serial: echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-$?-: ok[0m
[2024-05-28T10:58:59.478794Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T10:58:59.478924Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDPU4OQ-\\d+-", timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.479279Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=1, regexp="SCRIPT_FINISHEDPU4OQ-\\d+-", no_regex=0, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="SCRIPT_FINISHEDPU4OQ-\\d+-", json_cmd_token="nbHfeUKR")
[33m[2024-05-28T10:58:59.489260Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0100749260018347 seconds: SCRIPT_FINISHEDPU4OQ-0-[0m
[32m[2024-05-28T10:58:59.489526Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDPU4OQ-\d+-: ok[0m
[2024-05-28T10:58:59.489642Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T10:58:59.489736Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test/system.orig test/system", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:58:59.489821Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T10:58:59.489920Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="\$ ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.490279Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="\$ ", record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="rOGtThQa")
[33m[2024-05-28T10:58:59.490366Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197002998902462 seconds: $ [0m
[32m[2024-05-28T10:58:59.490597Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.490858Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cp -r test/system.orig test/system", json_cmd_token="RrPnACGB")
[2024-05-28T10:58:59.491208Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo LVMZ6-\$?-", cmd="backend_type_string", json_cmd_token="OkxITJUH")
[2024-05-28T10:58:59.491386Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T10:58:59.491502Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="cp -r test/system.orig test/system; echo LVMZ6-\$?-", record_output=undef, no_regex=1, expect_not_found=0, buffer_size=162, quiet=undef)
[2024-05-28T10:58:59.491856Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="cp -r test/system.orig test/system; echo LVMZ6-\$?-", no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=162, pattern=[
    "cp -r test/system.orig test/system; echo LVMZ6-\$?-"
  ], json_cmd_token="sTxcXOyC")
[33m[2024-05-28T10:58:59.491944Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198983001610031 seconds: cp -r test/system.orig test/system; echo LVMZ6-$?-[0m
[32m[2024-05-28T10:58:59.492190Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test/system.orig test/system; echo LVMZ6-$?-: ok[0m
[2024-05-28T10:58:59.492453Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="DfyGcyth")
[2024-05-28T10:58:59.492647Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T10:58:59.492761Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, no_regex=0, timeout=90, regexp=qr/LVMZ6-\d+-/u)
[2024-05-28T10:58:59.493109Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:LVMZ6-\\d+-)", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="WoBDylRh", pattern="(?^u:LVMZ6-\\d+-)", buffer_size=undef)
[33m[2024-05-28T10:58:59.498487Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00547184399692924 seconds: LVMZ6-0-[0m
[32m[2024-05-28T10:58:59.498768Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:LVMZ6-\d+-): ok[0m
[2024-05-28T10:58:59.498894Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.499016Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/125-import.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T10:58:59.499118Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.499237Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="\$ ", no_regex=1, record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.499617Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="uhAKSKOP", no_regex=1, regexp="\$ ", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:59.499705Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197692999790888 seconds: $ [0m
[32m[2024-05-28T10:58:59.499967Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.500276Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yWlbQYbb", cmd="backend_type_string", text="rm test/system/125-import.bats")
[2024-05-28T10:58:59.500641Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo OZEQV-\$?-", cmd="backend_type_string", json_cmd_token="MBqIpxgI")
[2024-05-28T10:58:59.500833Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.500971Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=158, no_regex=1, record_output=undef, regexp="rm test/system/125-import.bats; echo OZEQV-\$?-", timeout=90)
[2024-05-28T10:58:59.501330Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "rm test/system/125-import.bats; echo OZEQV-\$?-"
  ], buffer_size=158, json_cmd_token="zqrCwRjJ", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="rm test/system/125-import.bats; echo OZEQV-\$?-")
[33m[2024-05-28T10:58:59.501421Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198883000848582 seconds: rm test/system/125-import.bats; echo OZEQV-$?-[0m
[32m[2024-05-28T10:58:59.501682Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/125-import.bats; echo OZEQV-$?-: ok[0m
[2024-05-28T10:58:59.501948Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="oJIXXUEB", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:59.502149Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.502286Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/OZEQV-\d+-/u, timeout=30, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:59.502639Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=0, regexp="(?^u:OZEQV-\\d+-)", record_output=undef, pattern="(?^u:OZEQV-\\d+-)", json_cmd_token="oQbMUMvx", buffer_size=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T10:58:59.503585Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00104275400008191 seconds: OZEQV-0-[0m
[32m[2024-05-28T10:58:59.503848Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:OZEQV-\d+-): ok[0m
[2024-05-28T10:58:59.503961Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.504087Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/250-systemd.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T10:58:59.504199Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.504321Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, timeout=90, record_output=undef, regexp="\$ ", no_regex=1)
[2024-05-28T10:58:59.504686Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1, json_cmd_token="cCaLNUfn", pattern=[
    "\$ "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T10:58:59.504775Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196542001503985 seconds: $ [0m
[32m[2024-05-28T10:58:59.505034Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.505304Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm test/system/250-systemd.bats", cmd="backend_type_string", json_cmd_token="qQLaMGaG")
[2024-05-28T10:58:59.505660Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo ZaIqN-\$?-", cmd="backend_type_string", json_cmd_token="fbOThiYD")
[2024-05-28T10:58:59.505853Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.505992Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="rm test/system/250-systemd.bats; echo ZaIqN-\$?-", record_output=undef, timeout=90, buffer_size=159, quiet=undef, expect_not_found=0)
[2024-05-28T10:58:59.506350Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "rm test/system/250-systemd.bats; echo ZaIqN-\$?-"
  ], json_cmd_token="ncGDoNGR", buffer_size=159, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="rm test/system/250-systemd.bats; echo ZaIqN-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T10:58:59.506438Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197153000044636 seconds: rm test/system/250-systemd.bats; echo ZaIqN-$?-[0m
[32m[2024-05-28T10:58:59.506696Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/250-systemd.bats; echo ZaIqN-$?-: ok[0m
[2024-05-28T10:58:59.506965Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ulhbzKDX", cmd="backend_type_string", text="\n")
[2024-05-28T10:58:59.507163Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.507300Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, no_regex=0, record_output=undef, regexp=qr/ZaIqN-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.507649Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="fBeJFSJJ", pattern="(?^u:ZaIqN-\\d+-)", buffer_size=undef, timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^u:ZaIqN-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T10:58:59.508837Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00128151700118906 seconds: ZaIqN-0-[0m
[32m[2024-05-28T10:58:59.509116Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ZaIqN-\d+-): ok[0m
[2024-05-28T10:58:59.509214Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.509305Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/255-auto-update.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T10:58:59.509386Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.509492Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, regexp="\$ ", timeout=90, record_output=undef)
[2024-05-28T10:58:59.509845Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="\$ ", record_output=undef, no_regex=1, pattern=[
    "\$ "
  ], json_cmd_token="nAIffWpv", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:59.509930Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194183001440251 seconds: $ [0m
[32m[2024-05-28T10:58:59.510162Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.510419Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="nZVLiXrf", cmd="backend_type_string", text="rm test/system/255-auto-update.bats")
[2024-05-28T10:58:59.510766Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="JBBlsZbj", cmd="backend_type_string", text="; echo Rk6h1-\$?-")
[2024-05-28T10:58:59.510939Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.511053Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=163, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="rm test/system/255-auto-update.bats; echo Rk6h1-\$?-")
[2024-05-28T10:58:59.511398Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=163, pattern=[
    "rm test/system/255-auto-update.bats; echo Rk6h1-\$?-"
  ], json_cmd_token="AZCGvjoi", no_regex=1, regexp="rm test/system/255-auto-update.bats; echo Rk6h1-\$?-", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T10:58:59.511485Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194922999071423 seconds: rm test/system/255-auto-update.bats; echo Rk6h1-$?-[0m
[32m[2024-05-28T10:58:59.511712Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/255-auto-update.bats; echo Rk6h1-$?-: ok[0m
[2024-05-28T10:58:59.511962Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="lOQPzXWC")
[2024-05-28T10:58:59.512172Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T10:58:59.512287Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/Rk6h1-\d+-/u, record_output=undef, no_regex=0, timeout=30, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T10:58:59.512637Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:Rk6h1-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, buffer_size=undef, pattern="(?^u:Rk6h1-\\d+-)", json_cmd_token="rClztVFo")
[33m[2024-05-28T10:58:59.513735Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00120470600086264 seconds: Rk6h1-0-[0m
[32m[2024-05-28T10:58:59.513963Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Rk6h1-\d+-): ok[0m
[2024-05-28T10:58:59.514055Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T10:58:59.514139Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo bats-user-local.tap .. > bats-user-local.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T10:58:59.514236Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T10:58:59.514356Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="\$ ", no_regex=1, record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.514682Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="\$ ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="uevnngUG")
[33m[2024-05-28T10:58:59.514755Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159531999088358 seconds: $ [0m
[32m[2024-05-28T10:58:59.515004Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.515251Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="RXJQBKQN", cmd="backend_type_string", text="echo bats-user-local.tap .. > bats-user-local.tap")
[2024-05-28T10:58:59.515579Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Jch7Q-\$?-", json_cmd_token="EEnNqveB")
[2024-05-28T10:58:59.515747Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T10:58:59.515862Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="echo bats-user-local.tap .. > bats-user-local.tap; echo Jch7Q-\$?-", expect_not_found=0, quiet=undef, buffer_size=177)
[2024-05-28T10:58:59.516193Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="echo bats-user-local.tap .. > bats-user-local.tap; echo Jch7Q-\$?-", record_output=undef, no_regex=1, pattern=[
    "echo bats-user-local.tap .. > bats-user-local.tap; echo Jch7Q-\$?-"
  ], buffer_size=177, json_cmd_token="uTNUKoHC", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:59.516272Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172261999978218 seconds: echo bats-user-local.tap .. > bats-user-local.tap; echo Jch7Q-$?-[0m
[32m[2024-05-28T10:58:59.516503Z] [debug] [pid:45741] >>> testapi::wait_serial: echo bats-user-local.tap .. > bats-user-local.tap; echo Jch7Q-$?-: ok[0m
[2024-05-28T10:58:59.516738Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="hCczuDLu", cmd="backend_type_string", text="\n")
[2024-05-28T10:58:59.516915Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T10:58:59.517027Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/Jch7Q-\d+-/u, record_output=undef, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T10:58:59.517329Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:Jch7Q-\\d+-)", json_cmd_token="LiJzrmrv", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="(?^u:Jch7Q-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T10:58:59.517411Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016174199845409 seconds: Jch7Q-0-[0m
[32m[2024-05-28T10:58:59.517653Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Jch7Q-\d+-): ok[0m
[2024-05-28T10:58:59.517748Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T10:58:59.517843Z] [debug] [pid:45741] <<< testapi::script_run(cmd="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless | tee -a bats-user-local.tap", output="", quiet=undef, timeout=3600, die_on_timeout=1)
[2024-05-28T10:58:59.517923Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T10:58:59.518027Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="\$ ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.518337Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="\$ ", record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "\$ "
  ], json_cmd_token="fASbmWOa", buffer_size=undef)
[33m[2024-05-28T10:58:59.518398Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000149362000229303 seconds: $ [0m
[32m[2024-05-28T10:58:59.518621Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T10:58:59.518861Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless | tee -a bats-user-local.tap", json_cmd_token="bRIqxyAI")
[2024-05-28T10:58:59.519180Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo eiasn-\$?-", cmd="backend_type_string", json_cmd_token="AuVoaITo")
[2024-05-28T10:58:59.519345Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T10:58:59.519462Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless | tee -a bats-user-local.tap; echo eiasn-\$?-", no_regex=1, record_output=undef, timeout=90, quiet=undef, buffer_size=240, expect_not_found=0)
[2024-05-28T10:58:59.519791Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless | tee -a bats-user-local.tap; echo eiasn-\$?-", no_regex=1, pattern=[
    "env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless | tee -a bats-user-local.tap; echo eiasn-\$?-"
  ], json_cmd_token="qhAIFpBN", buffer_size=240, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T10:58:59.519876Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000177191999682691 seconds: env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless | tee -a bats-user-local.tap; echo eiasn-$?-[0m
[32m[2024-05-28T10:58:59.520126Z] [debug] [pid:45741] >>> testapi::wait_serial: env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless | tee -a bats-user-local.tap; echo eiasn-$?-: ok[0m
[2024-05-28T10:58:59.520366Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="BxMlLWwI", text="\n", cmd="backend_type_string")
[2024-05-28T10:58:59.520569Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T10:58:59.520682Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=3600, regexp=qr/eiasn-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T10:58:59.521004Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="(?^u:eiasn-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="iLiAcLFU", pattern="(?^u:eiasn-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=3600)
[33m[2024-05-28T11:25:43.176544Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5019 loops & 1603.655527963 seconds: eiasn-0-[0m
[32m[2024-05-28T11:25:43.177311Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:eiasn-\d+-): ok[0m
[2024-05-28T11:25:43.177492Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:25:43.177600Z] [debug] [pid:45741] <<< testapi::upload_logs(file="bats-user-local.tap", failok=0, timeout=90)
[2024-05-28T11:25:43.177783Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:25:43.177896Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@bats-user-local.tap --form upname=podman_integration-bats-user-local.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-local.tap", timeout=90, fail_message="", quiet=undef)
[2024-05-28T11:25:43.178011Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:25:43.178136Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="\$ ", timeout=90, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T11:25:43.178694Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="NEtHSjil", pattern=[
    "\$ "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="\$ ")
[33m[2024-05-28T11:25:43.178796Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240043002122547 seconds: $ [0m
[32m[2024-05-28T11:25:43.179082Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.179389Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="wqotdAoA", cmd="backend_type_string", text="curl --form upload=\@bats-user-local.tap --form upname=podman_integration-bats-user-local.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-local.tap")
[2024-05-28T11:25:43.179827Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="vXmijRuY", text="; echo EXpHJ-\$?-", cmd="backend_type_string")
[2024-05-28T11:25:43.180062Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:25:43.180221Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="curl --form upload=\@bats-user-local.tap --form upname=podman_integration-bats-user-local.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-local.tap; echo EXpHJ-\$?-", record_output=undef, timeout=90, buffer_size=289, quiet=undef, expect_not_found=0)
[2024-05-28T11:25:43.180610Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="curl --form upload=\@bats-user-local.tap --form upname=podman_integration-bats-user-local.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-local.tap; echo EXpHJ-\$?-", record_output=undef, no_regex=1, pattern=[
    "curl --form upload=\@bats-user-local.tap --form upname=podman_integration-bats-user-local.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-local.tap; echo EXpHJ-\$?-"
  ], buffer_size=289, json_cmd_token="RyzIKjCz", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:25:43.180718Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000215263000427512 seconds: curl --form upload=@bats-user-local.tap --form upname=podman_integration-bats-user-local.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-local.tap; echo EXpHJ-$?-[0m
[32m[2024-05-28T11:25:43.180985Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@bats-user-local.tap --form upname=podman_integration-bats-user-local.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-local.tap; echo EXpHJ-$?-: ok[0m
[2024-05-28T11:25:43.181245Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="epcFuQFN", cmd="backend_type_string", text="\n")
[2024-05-28T11:25:43.181435Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:25:43.181567Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, no_regex=0, record_output=undef, regexp=qr/EXpHJ-\d+-/u)
[2024-05-28T11:25:43.182017Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:EXpHJ-\\d+-)", json_cmd_token="kgNhFyMs", record_output=undef, regexp="(?^u:EXpHJ-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:25:43.193265Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0113978640001733 seconds: EXpHJ-0-[0m
[32m[2024-05-28T11:25:43.193557Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:EXpHJ-\d+-): ok[0m
[2024-05-28T11:25:43.265521Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:25:43.265631Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf test/system", quiet=undef, fail_message="", timeout=90)
[2024-05-28T11:25:43.265726Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:25:43.265832Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="\$ ", no_regex=1, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:25:43.266303Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="\$ ", record_output=undef, no_regex=1, pattern=[
    "\$ "
  ], json_cmd_token="KhOvhJqV", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T11:25:43.266413Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240593999478733 seconds: $ [0m
[32m[2024-05-28T11:25:43.266672Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.266964Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="UlZVavCL", cmd="backend_type_string", text="rm -rf test/system")
[2024-05-28T11:25:43.267384Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ANwBLzoW", text="; echo iWow_-\$?-", cmd="backend_type_string")
[2024-05-28T11:25:43.267574Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:25:43.267692Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=146, expect_not_found=0, regexp="rm -rf test/system; echo iWow_-\$?-", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T11:25:43.268093Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "rm -rf test/system; echo iWow_-\$?-"
  ], buffer_size=146, json_cmd_token="RBfdvcrV", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="rm -rf test/system; echo iWow_-\$?-", no_regex=1)
[33m[2024-05-28T11:25:43.268197Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232653001148719 seconds: rm -rf test/system; echo iWow_-$?-[0m
[32m[2024-05-28T11:25:43.268445Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf test/system; echo iWow_-$?-: ok[0m
[2024-05-28T11:25:43.268723Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="oRvgmCxE", cmd="backend_type_string", text="\n")
[2024-05-28T11:25:43.268917Z] [debug] [pid:45741] tests/containers/podman_integration.pm:96 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:25:43.269033Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=0, regexp=qr/iWow_-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:25:43.269446Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:iWow_-\\d+-)", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:iWow_-\\d+-)", json_cmd_token="UyMMXfgs")
[33m[2024-05-28T11:25:43.278298Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00894072099981713 seconds: iWow_-0-[0m
[32m[2024-05-28T11:25:43.278607Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:iWow_-\d+-): ok[0m
[2024-05-28T11:25:43.278783Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.278906Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="\$ ", timeout=90, record_output=undef, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T11:25:43.279322Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], json_cmd_token="pduccFqS", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="\$ ", record_output=undef, no_regex=1)
[33m[2024-05-28T11:25:43.279422Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228302997129504 seconds: $ [0m
[32m[2024-05-28T11:25:43.279672Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.279744Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.279794Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptPU4OQ.sh :\n \"cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-\" \n")
[2024-05-28T11:25:43.280096Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="OzHmJvon", cmd="backend_type_string", text="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-\n")
[2024-05-28T11:25:43.280289Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.280405Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T11:25:43.280797Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-"
  ], json_cmd_token="rbrMfsCH", buffer_size=undef, regexp="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:25:43.280896Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221212998440024 seconds: cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-$?-[0m
[32m[2024-05-28T11:25:43.281137Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-$?-: ok[0m
[2024-05-28T11:25:43.281218Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.281320Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="> ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:25:43.281704Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="GvvRCSCM", pattern=[
    "> "
  ], buffer_size=undef)
[33m[2024-05-28T11:25:43.281782Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000196652999875369 seconds: > [0m
[32m[2024-05-28T11:25:43.282052Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T11:25:43.282337Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ngSgdZTa", cmd="backend_type_string", text="rpm -ql podman | grep podman/quadlet\nEOT_PU4OQ\n")
[2024-05-28T11:25:43.282538Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.282674Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, regexp="> EOT_PU4OQ", no_regex=1)
[2024-05-28T11:25:43.283138Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "> EOT_PU4OQ"
  ], json_cmd_token="SNWOBico", record_output=undef, regexp="> EOT_PU4OQ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:25:43.283272Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000307994996546768 seconds: > EOT_PU4OQ[0m
[32m[2024-05-28T11:25:43.283555Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_PU4OQ: ok[0m
[2024-05-28T11:25:43.283655Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.283783Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp="PU4OQ-0-", no_regex=0, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T11:25:43.284327Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="PU4OQ-0-", json_cmd_token="IDYUzBXK", buffer_size=undef, no_regex=0, regexp="PU4OQ-0-", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:25:43.284715Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000589407998631941 seconds: PU4OQ-0-[0m
[32m[2024-05-28T11:25:43.284990Z] [debug] [pid:45741] >>> testapi::wait_serial: PU4OQ-0-: ok[0m
[2024-05-28T11:25:43.285093Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.285219Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp="\$ ", timeout=90, record_output=undef, no_regex=1)
[2024-05-28T11:25:43.285605Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], json_cmd_token="dWTeSBwn", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="\$ ", no_regex=1, record_output=undef)
[33m[2024-05-28T11:25:43.285695Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192873001651606 seconds: $ [0m
[32m[2024-05-28T11:25:43.286029Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.286410Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-\n", cmd="backend_type_string", json_cmd_token="wDsHLVuf")
[2024-05-28T11:25:43.286685Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.286825Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:25:43.287309Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-"
  ], buffer_size=undef, json_cmd_token="bMUgptnR", regexp="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:25:43.287420Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233953000133624 seconds: echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-$?-[0m
[32m[2024-05-28T11:25:43.287750Z] [debug] [pid:45741] >>> testapi::wait_serial: echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-$?-: ok[0m
[2024-05-28T11:25:43.287849Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:25:43.287977Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=1, timeout=90, no_regex=0, regexp="SCRIPT_FINISHEDPU4OQ-\\d+-")
[2024-05-28T11:25:43.288428Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDPU4OQ-\\d+-", record_output=1, no_regex=0, pattern="SCRIPT_FINISHEDPU4OQ-\\d+-", json_cmd_token="NmctTdmI", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:25:43.300322Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0119611320005788 seconds: SCRIPT_FINISHEDPU4OQ-0-[0m
[32m[2024-05-28T11:25:43.300682Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDPU4OQ-\d+-: ok[0m
[2024-05-28T11:25:43.300796Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:25:43.300896Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test/system.orig test/system", timeout=90, fail_message="", quiet=undef)
[2024-05-28T11:25:43.300979Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:25:43.301077Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="\$ ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T11:25:43.301570Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], json_cmd_token="aQOMXvkE", buffer_size=undef, no_regex=1, regexp="\$ ", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:25:43.301676Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249913002335234 seconds: $ [0m
[32m[2024-05-28T11:25:43.301991Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.302300Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cp -r test/system.orig test/system", json_cmd_token="zNQegOLG")
[2024-05-28T11:25:43.302730Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo LVMZ6-\$?-", cmd="backend_type_string", json_cmd_token="cLjWeNKH")
[2024-05-28T11:25:43.302957Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:25:43.303099Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="cp -r test/system.orig test/system; echo LVMZ6-\$?-", no_regex=1, timeout=90, quiet=undef, buffer_size=162, expect_not_found=0)
[2024-05-28T11:25:43.303497Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=162, pattern=[
    "cp -r test/system.orig test/system; echo LVMZ6-\$?-"
  ], json_cmd_token="WdknzyTN", record_output=undef, regexp="cp -r test/system.orig test/system; echo LVMZ6-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:25:43.303602Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218213001062395 seconds: cp -r test/system.orig test/system; echo LVMZ6-$?-[0m
[32m[2024-05-28T11:25:43.303866Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test/system.orig test/system; echo LVMZ6-$?-: ok[0m
[2024-05-28T11:25:43.304164Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="WKaOacAd")
[2024-05-28T11:25:43.304400Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:25:43.304540Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, regexp=qr/LVMZ6-\d+-/u, record_output=undef, no_regex=0)
[2024-05-28T11:25:43.305056Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:LVMZ6-\\d+-)", json_cmd_token="MVhSDTCc", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp="(?^u:LVMZ6-\\d+-)")
[33m[2024-05-28T11:25:43.310268Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00538882299952093 seconds: LVMZ6-0-[0m
[32m[2024-05-28T11:25:43.310572Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:LVMZ6-\d+-): ok[0m
[2024-05-28T11:25:43.310699Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.310811Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/125-import.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T11:25:43.310911Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.311030Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="\$ ", timeout=90)
[2024-05-28T11:25:43.311433Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="\$ ", no_regex=1, record_output=undef, pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="NVEvLEEU", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:25:43.311541Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216732998524094 seconds: $ [0m
[32m[2024-05-28T11:25:43.311818Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.312122Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm test/system/125-import.bats", json_cmd_token="gbKTTTHN")
[2024-05-28T11:25:43.312579Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="JWdCqZLa", cmd="backend_type_string", text="; echo OZEQV-\$?-")
[2024-05-28T11:25:43.312803Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.312943Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="rm test/system/125-import.bats; echo OZEQV-\$?-", expect_not_found=0, quiet=undef, buffer_size=158)
[2024-05-28T11:25:43.313299Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "rm test/system/125-import.bats; echo OZEQV-\$?-"
  ], json_cmd_token="UcgESPRA", buffer_size=158, no_regex=1, record_output=undef, regexp="rm test/system/125-import.bats; echo OZEQV-\$?-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:25:43.313382Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175853001564974 seconds: rm test/system/125-import.bats; echo OZEQV-$?-[0m
[32m[2024-05-28T11:25:43.313652Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/125-import.bats; echo OZEQV-$?-: ok[0m
[2024-05-28T11:25:43.313907Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ghOeSVYQ")
[2024-05-28T11:25:43.314131Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.314269Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, record_output=undef, regexp=qr/OZEQV-\d+-/u, no_regex=0, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:25:43.314634Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:OZEQV-\\d+-)", json_cmd_token="PWFhLsbQ", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^u:OZEQV-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T11:25:43.315791Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00122451700008241 seconds: OZEQV-0-[0m
[32m[2024-05-28T11:25:43.316093Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:OZEQV-\d+-): ok[0m
[2024-05-28T11:25:43.316206Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.316316Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/none.bats", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T11:25:43.316415Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.316532Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, timeout=90, regexp="\$ ")
[2024-05-28T11:25:43.316881Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="pzsCDXrl", pattern=[
    "\$ "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="\$ ", record_output=undef, no_regex=1)
[33m[2024-05-28T11:25:43.316960Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171632000274258 seconds: $ [0m
[32m[2024-05-28T11:25:43.317214Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.317466Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="mtcdLRrC", cmd="backend_type_string", text="rm test/system/none.bats")
[2024-05-28T11:25:43.317871Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="grbXDwFL", text="; echo M_a1z-\$?-", cmd="backend_type_string")
[2024-05-28T11:25:43.318082Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.318218Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=152, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="rm test/system/none.bats; echo M_a1z-\$?-")
[2024-05-28T11:25:43.318574Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "rm test/system/none.bats; echo M_a1z-\$?-"
  ], buffer_size=152, json_cmd_token="yIaPqlmt", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="rm test/system/none.bats; echo M_a1z-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T11:25:43.318656Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175881999894045 seconds: rm test/system/none.bats; echo M_a1z-$?-[0m
[32m[2024-05-28T11:25:43.318917Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/none.bats; echo M_a1z-$?-: ok[0m
[2024-05-28T11:25:43.319174Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="NNtydfom")
[2024-05-28T11:25:43.319392Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:25:43.319530Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp=qr/M_a1z-\d+-/u, no_regex=0, timeout=30)
[2024-05-28T11:25:43.319885Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:M_a1z-\\d+-)", json_cmd_token="GoGrAklU", cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, regexp="(?^u:M_a1z-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T11:25:43.321197Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00137348800126347 seconds: M_a1z-1-[0m
[32m[2024-05-28T11:25:43.321545Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:M_a1z-\d+-): ok[0m
[2024-05-28T11:25:43.321638Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:25:43.321720Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo bats-user-remote.tap .. > bats-user-remote.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T11:25:43.321799Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:25:43.321901Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, regexp="\$ ")
[2024-05-28T11:25:43.322279Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], json_cmd_token="trolmJLh", buffer_size=undef, regexp="\$ ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:25:43.322371Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205431999347638 seconds: $ [0m
[32m[2024-05-28T11:25:43.322608Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.322880Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="uNTQrDqV", cmd="backend_type_string", text="echo bats-user-remote.tap .. > bats-user-remote.tap")
[2024-05-28T11:25:43.323304Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="PiSvdOtS", cmd="backend_type_string", text="; echo H9AyB-\$?-")
[2024-05-28T11:25:43.323514Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:25:43.323629Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=179, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, regexp="echo bats-user-remote.tap .. > bats-user-remote.tap; echo H9AyB-\$?-")
[2024-05-28T11:25:43.324029Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="echo bats-user-remote.tap .. > bats-user-remote.tap; echo H9AyB-\$?-", no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=179, pattern=[
    "echo bats-user-remote.tap .. > bats-user-remote.tap; echo H9AyB-\$?-"
  ], json_cmd_token="YKQlfkUA")
[33m[2024-05-28T11:25:43.324132Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230383000598522 seconds: echo bats-user-remote.tap .. > bats-user-remote.tap; echo H9AyB-$?-[0m
[32m[2024-05-28T11:25:43.324373Z] [debug] [pid:45741] >>> testapi::wait_serial: echo bats-user-remote.tap .. > bats-user-remote.tap; echo H9AyB-$?-: ok[0m
[2024-05-28T11:25:43.324655Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="qTfyHUpw")
[2024-05-28T11:25:43.324869Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:25:43.324983Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp=qr/H9AyB-\d+-/u, no_regex=0, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:25:43.325406Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="(?^u:H9AyB-\\d+-)", buffer_size=undef, pattern="(?^u:H9AyB-\\d+-)", json_cmd_token="SoKPfQWD", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:25:43.325519Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221212998440024 seconds: H9AyB-0-[0m
[32m[2024-05-28T11:25:43.325757Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:H9AyB-\d+-): ok[0m
[2024-05-28T11:25:43.325852Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:40 called testapi::background_script_run
[2024-05-28T11:25:43.325905Z] [debug] [pid:45741] <<< testapi::background_script_run(cmd="podman system service --timeout=0")
[2024-05-28T11:25:43.325995Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:40 called testapi::background_script_run
[2024-05-28T11:25:43.326098Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="\$ ", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T11:25:43.326443Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="GRNqcfCB", regexp="\$ ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:25:43.326506Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000155671998072648 seconds: $ [0m
[32m[2024-05-28T11:25:43.326732Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.326978Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yuLaMbJP", cmd="backend_type_string", text="( podman system service --timeout=0 )")
[2024-05-28T11:25:43.327382Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="& echo BCCtu-\$!-", json_cmd_token="ENkjxfov")
[2024-05-28T11:25:43.327582Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:40 called testapi::background_script_run
[2024-05-28T11:25:43.327695Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="( podman system service --timeout=0 )& echo BCCtu-\$!-", timeout=90)
[2024-05-28T11:25:43.328055Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="( podman system service --timeout=0 )& echo BCCtu-\$!-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "( podman system service --timeout=0 )& echo BCCtu-\$!-"
  ], json_cmd_token="GTcHmvfJ", buffer_size=undef)
[33m[2024-05-28T11:25:43.328139Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190382997971028 seconds: ( podman system service --timeout=0 )& echo BCCtu-$!-[0m
[32m[2024-05-28T11:25:43.328371Z] [debug] [pid:45741] >>> testapi::wait_serial: ( podman system service --timeout=0 )& echo BCCtu-$!-: ok[0m
[2024-05-28T11:25:43.328624Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="OjjBsnnU")
[2024-05-28T11:25:43.328845Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:40 called testapi::background_script_run
[2024-05-28T11:25:43.328959Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/BCCtu-\d+-/u, no_regex=0, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T11:25:43.329444Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:BCCtu-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^u:BCCtu-\\d+-)", json_cmd_token="ttzPBPVO", buffer_size=undef)
[33m[2024-05-28T11:25:43.329565Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262413999735145 seconds: BCCtu-5531-[0m
[32m[2024-05-28T11:25:43.329885Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:BCCtu-\d+-): ok[0m
[2024-05-28T11:25:43.330001Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:25:43.330100Z] [debug] [pid:45741] <<< testapi::script_run(cmd="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless --remote | tee -a bats-user-remote.tap", timeout=3600, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T11:25:43.330184Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:25:43.330288Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="\$ ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:25:43.330716Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="BgJRdhuA", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, regexp="\$ ", record_output=undef)
[33m[2024-05-28T11:25:43.330808Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000224302999413339 seconds: $ [0m
[32m[2024-05-28T11:25:43.331063Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:25:43.331365Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XpMWVLLm", text="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless --remote | tee -a bats-user-remote.tap", cmd="backend_type_string")
[2024-05-28T11:25:43.331764Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="UspNCGEh", cmd="backend_type_string", text="; echo adBeR-\$?-")
[2024-05-28T11:25:43.331964Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:25:43.332091Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=250, quiet=undef, timeout=90, record_output=undef, no_regex=1, regexp="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless --remote | tee -a bats-user-remote.tap; echo adBeR-\$?-")
[2024-05-28T11:25:43.332498Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless --remote | tee -a bats-user-remote.tap; echo adBeR-\$?-"
  ], buffer_size=250, json_cmd_token="yjoMFaRG", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless --remote | tee -a bats-user-remote.tap; echo adBeR-\$?-", no_regex=1)
[33m[2024-05-28T11:25:43.332612Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000236793002841296 seconds: env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless --remote | tee -a bats-user-remote.tap; echo adBeR-$?-[0m
[32m[2024-05-28T11:25:43.332865Z] [debug] [pid:45741] >>> testapi::wait_serial: env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --rootless --remote | tee -a bats-user-remote.tap; echo adBeR-$?-: ok[0m
[2024-05-28T11:25:43.333127Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="geOvHCLa")
[2024-05-28T11:25:43.333355Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:25:43.333468Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp=qr/adBeR-\d+-/u, record_output=undef, no_regex=0, timeout=3600)
[2024-05-28T11:25:43.333817Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:adBeR-\\d+-)", no_regex=0, json_cmd_token="QeWVoQVi", pattern="(?^u:adBeR-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=3600)
[33m[2024-05-28T11:40:59.305010Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4290 loops & 915.971201544999 seconds: adBeR-0-[0m
[32m[2024-05-28T11:40:59.305931Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:adBeR-\d+-): ok[0m
[2024-05-28T11:40:59.306143Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:40:59.306251Z] [debug] [pid:45741] <<< testapi::upload_logs(file="bats-user-remote.tap", failok=0, timeout=90)
[2024-05-28T11:40:59.306453Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:40:59.306568Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@bats-user-remote.tap --form upname=podman_integration-bats-user-remote.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-remote.tap", timeout=90, fail_message="", quiet=undef)
[2024-05-28T11:40:59.306691Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:40:59.306831Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="\$ ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:40:59.307644Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="zCVccvKJ", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="\$ ", no_regex=1, record_output=undef)
[33m[2024-05-28T11:40:59.307815Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000347274999512592 seconds: $ [0m
[32m[2024-05-28T11:40:59.308175Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:40:59.308576Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="curl --form upload=\@bats-user-remote.tap --form upname=podman_integration-bats-user-remote.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-remote.tap", json_cmd_token="bzmcZsTl")
[2024-05-28T11:40:59.309142Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="gizsGEYG", cmd="backend_type_string", text="; echo njZVa-\$?-")
[2024-05-28T11:40:59.309421Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:40:59.309614Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="curl --form upload=\@bats-user-remote.tap --form upname=podman_integration-bats-user-remote.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-remote.tap; echo njZVa-\$?-", timeout=90, expect_not_found=0, buffer_size=292, quiet=undef)
[2024-05-28T11:40:59.310126Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="curl --form upload=\@bats-user-remote.tap --form upname=podman_integration-bats-user-remote.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-remote.tap; echo njZVa-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "curl --form upload=\@bats-user-remote.tap --form upname=podman_integration-bats-user-remote.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-remote.tap; echo njZVa-\$?-"
  ], json_cmd_token="LNUbGJtF", buffer_size=292)
[33m[2024-05-28T11:40:59.310276Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000292084001557669 seconds: curl --form upload=@bats-user-remote.tap --form upname=podman_integration-bats-user-remote.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-remote.tap; echo njZVa-$?-[0m
[32m[2024-05-28T11:40:59.310584Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@bats-user-remote.tap --form upname=podman_integration-bats-user-remote.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/bats-user-remote.tap; echo njZVa-$?-: ok[0m
[2024-05-28T11:40:59.310927Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="NAsfOrSw")
[2024-05-28T11:40:59.311202Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:42 called testapi::parse_extra_log
[2024-05-28T11:40:59.311353Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp=qr/njZVa-\d+-/u, timeout=90)
[2024-05-28T11:40:59.311769Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:njZVa-\\d+-)", json_cmd_token="JzGXjRIU", buffer_size=undef, regexp="(?^u:njZVa-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:40:59.322969Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0112890929995046 seconds: njZVa-0-[0m
[32m[2024-05-28T11:40:59.323280Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:njZVa-\d+-): ok[0m
[2024-05-28T11:40:59.392461Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:40:59.392583Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf test/system", timeout=90, quiet=undef, fail_message="")
[2024-05-28T11:40:59.392687Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:40:59.392789Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="\$ ", timeout=90, no_regex=1, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:40:59.393546Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="pvJZslCt", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="\$ ", record_output=undef, no_regex=1)
[33m[2024-05-28T11:40:59.393710Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000385764997190563 seconds: $ [0m
[32m[2024-05-28T11:40:59.394056Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:40:59.394498Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -rf test/system", json_cmd_token="EXJaNmrW")
[2024-05-28T11:40:59.395158Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="wHUHVQNG", text="; echo iWow_-\$?-", cmd="backend_type_string")
[2024-05-28T11:40:59.395450Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:40:59.395571Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="rm -rf test/system; echo iWow_-\$?-", quiet=undef, buffer_size=146, expect_not_found=0)
[2024-05-28T11:40:59.396216Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="rm -rf test/system; echo iWow_-\$?-", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="ADKsprCm", pattern=[
    "rm -rf test/system; echo iWow_-\$?-"
  ], buffer_size=146)
[33m[2024-05-28T11:40:59.396366Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000383394999516895 seconds: rm -rf test/system; echo iWow_-$?-[0m
[32m[2024-05-28T11:40:59.396658Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf test/system; echo iWow_-$?-: ok[0m
[2024-05-28T11:40:59.396988Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jmaurZlJ", cmd="backend_type_string", text="\n")
[2024-05-28T11:40:59.397250Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:43 called testapi::assert_script_run
[2024-05-28T11:40:59.397369Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/iWow_-\d+-/u, timeout=90, no_regex=0, record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:40:59.397787Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:iWow_-\\d+-)", no_regex=0, json_cmd_token="wmAFYLEU", pattern="(?^u:iWow_-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:40:59.402639Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00492520699845045 seconds: iWow_-0-[0m
[32m[2024-05-28T11:40:59.402973Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:iWow_-\d+-): ok[0m
[2024-05-28T11:40:59.403095Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:44 called testapi::script_run
[2024-05-28T11:40:59.403207Z] [debug] [pid:45741] <<< testapi::script_run(cmd="kill %1", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T11:40:59.403306Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:44 called testapi::script_run
[2024-05-28T11:40:59.403431Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, regexp="\$ ", timeout=90)
[2024-05-28T11:40:59.403823Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="\$ ", record_output=undef, no_regex=1, buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="ApnkCZEh", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T11:40:59.403903Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018084200200974 seconds: $ [0m
[32m[2024-05-28T11:40:59.404248Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T11:40:59.404538Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="kill %1", cmd="backend_type_string", json_cmd_token="nQbyiyVm")
[2024-05-28T11:40:59.405030Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="SNoOrbFL", text="; echo ZR9xf-\$?-", cmd="backend_type_string")
[2024-05-28T11:40:59.405271Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:44 called testapi::script_run
[2024-05-28T11:40:59.405446Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=135, quiet=undef, expect_not_found=0, no_regex=1, timeout=90, regexp="kill %1; echo ZR9xf-\$?-", record_output=undef)
[2024-05-28T11:40:59.405786Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="YaRPoXkt", pattern=[
    "kill %1; echo ZR9xf-\$?-"
  ], buffer_size=135, no_regex=1, regexp="kill %1; echo ZR9xf-\$?-", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:40:59.405863Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169742001162376 seconds: kill %1; echo ZR9xf-$?-[0m
[32m[2024-05-28T11:40:59.406174Z] [debug] [pid:45741] >>> testapi::wait_serial: kill %1; echo ZR9xf-$?-: ok[0m
[2024-05-28T11:40:59.406428Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="fLcTLumn", cmd="backend_type_string", text="\n")
[2024-05-28T11:40:59.406676Z] [debug] [pid:45741] tests/containers/podman_integration.pm:99 called podman_integration::run_tests -> tests/containers/podman_integration.pm:44 called testapi::script_run
[2024-05-28T11:40:59.406835Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, timeout=30, regexp=qr/ZR9xf-\d+-/u, no_regex=0)
[2024-05-28T11:40:59.407153Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=0, regexp="(?^u:ZR9xf-\\d+-)", record_output=undef, pattern="(?^u:ZR9xf-\\d+-)", json_cmd_token="IPvcPSMq", buffer_size=undef, timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T11:40:59.407236Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016958200285444 seconds: ZR9xf-0-[0m
[32m[2024-05-28T11:40:59.407539Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ZR9xf-\d+-): ok[0m
[2024-05-28T11:40:59.407666Z] [debug] [pid:45741] tests/containers/podman_integration.pm:101 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T11:40:59.407731Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T11:40:59.408183Z] [debug] [pid:45741] tests/containers/podman_integration.pm:102 called testapi::assert_script_run
[2024-05-28T11:40:59.408292Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/podman-5.0.3/", timeout=90, quiet=undef, fail_message="")
[2024-05-28T11:40:59.408624Z] [debug] [pid:45741] tests/containers/podman_integration.pm:102 called testapi::assert_script_run
[2024-05-28T11:40:59.408757Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", timeout=90, no_regex=1, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:40:59.409060Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="mpaCgCsg", buffer_size=undef)
[33m[2024-05-28T11:40:59.409139Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169042999914382 seconds: # [0m
[32m[2024-05-28T11:40:59.409381Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.409613Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cd /var/tmp/podman-5.0.3/", cmd="backend_type_string", json_cmd_token="QhkQROgM")
[2024-05-28T11:40:59.409923Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="UMUXxEjU", cmd="backend_type_string", text="; echo Npmrt-\$?-")
[2024-05-28T11:40:59.410091Z] [debug] [pid:45741] tests/containers/podman_integration.pm:102 called testapi::assert_script_run
[2024-05-28T11:40:59.410231Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="cd /var/tmp/podman-5.0.3/; echo Npmrt-\$?-", no_regex=1, record_output=undef, timeout=90, buffer_size=153, quiet=undef, expect_not_found=0)
[2024-05-28T11:40:59.410546Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="cd /var/tmp/podman-5.0.3/; echo Npmrt-\$?-", no_regex=1, record_output=undef, pattern=[
    "cd /var/tmp/podman-5.0.3/; echo Npmrt-\$?-"
  ], buffer_size=153, json_cmd_token="KCqmGxbr", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T11:40:59.411702Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00124243699974613 seconds: cd /var/tmp/podman-5.0.3/; echo Npmrt-$?-[0m
[32m[2024-05-28T11:40:59.411953Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/podman-5.0.3/; echo Npmrt-$?-: ok[0m
[2024-05-28T11:40:59.412206Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="Momcpexy", cmd="backend_type_string", text="\n")
[2024-05-28T11:40:59.412398Z] [debug] [pid:45741] tests/containers/podman_integration.pm:102 called testapi::assert_script_run
[2024-05-28T11:40:59.412535Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/Npmrt-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T11:40:59.412842Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="(?^u:Npmrt-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="VxxnzdkZ", pattern="(?^u:Npmrt-\\d+-)", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T11:40:59.412926Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164852997841081 seconds: Npmrt-0-[0m
[32m[2024-05-28T11:40:59.413172Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Npmrt-\d+-): ok[0m
[2024-05-28T11:40:59.413338Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.413471Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, record_output=undef, regexp="# ", no_regex=1)
[2024-05-28T11:40:59.413780Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1, pattern=[
    "# "
  ], json_cmd_token="OSRdfpiB", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:40:59.413839Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000149081999552436 seconds: # [0m
[32m[2024-05-28T11:40:59.414077Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.414162Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.414221Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptPU4OQ.sh :\n \"cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-\" \n")
[2024-05-28T11:40:59.414451Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="gbLDcIQq", text="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-\n", cmd="backend_type_string")
[2024-05-28T11:40:59.414629Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.414764Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T11:40:59.415071Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-\$?-"
  ], json_cmd_token="XUtOyPUi")
[33m[2024-05-28T11:40:59.415155Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172582000232069 seconds: cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-$?-[0m
[32m[2024-05-28T11:40:59.415398Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-$?-: ok[0m
[2024-05-28T11:40:59.415489Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.415592Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, timeout=90, record_output=undef, regexp="> ")
[2024-05-28T11:40:59.415886Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="> ", record_output=undef, buffer_size=undef, pattern=[
    "> "
  ], json_cmd_token="RZiPpBIw", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T11:40:59.415945Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148571998579428 seconds: > [0m
[32m[2024-05-28T11:40:59.416159Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T11:40:59.416387Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rpm -ql podman | grep podman/quadlet\nEOT_PU4OQ\n", cmd="backend_type_string", json_cmd_token="XDBLVzwE")
[2024-05-28T11:40:59.416549Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.416659Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="> EOT_PU4OQ", no_regex=1, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T11:40:59.416947Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="> EOT_PU4OQ", no_regex=1, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "> EOT_PU4OQ"
  ], json_cmd_token="YuZpfhIW")
[33m[2024-05-28T11:40:59.417020Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015716200141469 seconds: > EOT_PU4OQ[0m
[32m[2024-05-28T11:40:59.417309Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_PU4OQ: ok[0m
[2024-05-28T11:40:59.417390Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.417496Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, record_output=undef, regexp="PU4OQ-0-", timeout=90)
[2024-05-28T11:40:59.417783Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="PU4OQ-0-", buffer_size=undef, json_cmd_token="HWzpRieZ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp="PU4OQ-0-")
[33m[2024-05-28T11:40:59.418385Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000679859000229044 seconds: PU4OQ-0-[0m
[32m[2024-05-28T11:40:59.418596Z] [debug] [pid:45741] >>> testapi::wait_serial: PU4OQ-0-: ok[0m
[2024-05-28T11:40:59.418682Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.418789Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", timeout=90, record_output=undef, no_regex=1, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:40:59.419084Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="dHBjvEYZ", pattern=[
    "# "
  ], buffer_size=undef, regexp="# ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:40:59.419162Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162012998771388 seconds: # [0m
[32m[2024-05-28T11:40:59.419373Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.419599Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-\n", json_cmd_token="xrFGzEdt")
[2024-05-28T11:40:59.419759Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.419871Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, regexp="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-", record_output=undef, timeout=90)
[2024-05-28T11:40:59.420184Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-", no_regex=1, pattern=[
    "echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-\$?-"
  ], json_cmd_token="HbxvAJBZ", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T11:40:59.420262Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166461999469902 seconds: echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-$?-[0m
[32m[2024-05-28T11:40:59.420482Z] [debug] [pid:45741] >>> testapi::wait_serial: echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-$?-: ok[0m
[2024-05-28T11:40:59.420563Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:33 called testapi::script_output
[2024-05-28T11:40:59.420665Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDPU4OQ-\\d+-", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:40:59.420958Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDPU4OQ-\\d+-", json_cmd_token="OJkqFYlh", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=0, regexp="SCRIPT_FINISHEDPU4OQ-\\d+-", record_output=1)
[33m[2024-05-28T11:40:59.429931Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00903949300118256 seconds: SCRIPT_FINISHEDPU4OQ-0-[0m
[32m[2024-05-28T11:40:59.430222Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDPU4OQ-\d+-: ok[0m
[2024-05-28T11:40:59.430331Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:40:59.430429Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test/system.orig test/system", timeout=90, fail_message="", quiet=undef)
[2024-05-28T11:40:59.430518Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:40:59.430617Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", timeout=90, no_regex=1, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T11:40:59.430959Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="GMrrSvee", buffer_size=undef)
[33m[2024-05-28T11:40:59.431054Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202003000595141 seconds: # [0m
[32m[2024-05-28T11:40:59.431273Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.431519Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cp -r test/system.orig test/system", json_cmd_token="qmJqOYYS")
[2024-05-28T11:40:59.431845Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="kelcculJ", text="; echo LVMZ6-\$?-", cmd="backend_type_string")
[2024-05-28T11:40:59.432015Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:40:59.432130Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, regexp="cp -r test/system.orig test/system; echo LVMZ6-\$?-", record_output=undef, buffer_size=162, quiet=undef, expect_not_found=0)
[2024-05-28T11:40:59.432472Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "cp -r test/system.orig test/system; echo LVMZ6-\$?-"
  ], buffer_size=162, json_cmd_token="xvtPstAh", no_regex=1, record_output=undef, regexp="cp -r test/system.orig test/system; echo LVMZ6-\$?-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:40:59.432559Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199613001313992 seconds: cp -r test/system.orig test/system; echo LVMZ6-$?-[0m
[32m[2024-05-28T11:40:59.432775Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test/system.orig test/system; echo LVMZ6-$?-: ok[0m
[2024-05-28T11:40:59.433016Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="kiiygpPG", cmd="backend_type_string", text="\n")
[2024-05-28T11:40:59.433191Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:35 called testapi::assert_script_run
[2024-05-28T11:40:59.433301Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/LVMZ6-\d+-/u, record_output=undef, no_regex=0, timeout=90)
[2024-05-28T11:40:59.433626Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="ApLAHLqf", pattern="(?^u:LVMZ6-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=0, regexp="(?^u:LVMZ6-\\d+-)", record_output=undef)
[33m[2024-05-28T11:40:59.438852Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.005284422000841 seconds: LVMZ6-0-[0m
[32m[2024-05-28T11:40:59.439136Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:LVMZ6-\d+-): ok[0m
[2024-05-28T11:40:59.439261Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.439370Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/125-import.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T11:40:59.439468Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.439586Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="# ")
[2024-05-28T11:40:59.439987Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XKfVgUZP", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T11:40:59.440105Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241784000536427 seconds: # [0m
[32m[2024-05-28T11:40:59.440369Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.440639Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm test/system/125-import.bats", cmd="backend_type_string", json_cmd_token="CgZomSUs")
[2024-05-28T11:40:59.441043Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="plVBNBMl", text="; echo OZEQV-\$?-", cmd="backend_type_string")
[2024-05-28T11:40:59.441241Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.441378Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="rm test/system/125-import.bats; echo OZEQV-\$?-", quiet=undef, buffer_size=158, expect_not_found=0)
[2024-05-28T11:40:59.441865Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=158, pattern=[
    "rm test/system/125-import.bats; echo OZEQV-\$?-"
  ], json_cmd_token="EgAmLESH", regexp="rm test/system/125-import.bats; echo OZEQV-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:40:59.441991Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000311093997879652 seconds: rm test/system/125-import.bats; echo OZEQV-$?-[0m
[32m[2024-05-28T11:40:59.442245Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/125-import.bats; echo OZEQV-$?-: ok[0m
[2024-05-28T11:40:59.442553Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="jlQgBFlN")
[2024-05-28T11:40:59.442755Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.442887Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=30, no_regex=0, regexp=qr/OZEQV-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T11:40:59.443391Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, pattern="(?^u:OZEQV-\\d+-)", json_cmd_token="RUNtBPhS", buffer_size=undef, regexp="(?^u:OZEQV-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:40:59.444267Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00105003399949055 seconds: OZEQV-0-[0m
[32m[2024-05-28T11:40:59.444537Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:OZEQV-\d+-): ok[0m
[2024-05-28T11:40:59.444645Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.444753Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/120-load.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T11:40:59.444850Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.444968Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", timeout=90, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T11:40:59.445299Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], json_cmd_token="OQeZAwSw", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:40:59.445378Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175822999153752 seconds: # [0m
[32m[2024-05-28T11:40:59.445616Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.445894Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="dMujKIPy", cmd="backend_type_string", text="rm test/system/120-load.bats")
[2024-05-28T11:40:59.446272Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AYwSWiME", cmd="backend_type_string", text="; echo aDGJM-\$?-")
[2024-05-28T11:40:59.446449Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.446588Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="rm test/system/120-load.bats; echo aDGJM-\$?-", no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=156)
[2024-05-28T11:40:59.446911Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="rm test/system/120-load.bats; echo aDGJM-\$?-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "rm test/system/120-load.bats; echo aDGJM-\$?-"
  ], json_cmd_token="AyMFRXGg", buffer_size=156)
[33m[2024-05-28T11:40:59.446988Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163982000231044 seconds: rm test/system/120-load.bats; echo aDGJM-$?-[0m
[32m[2024-05-28T11:40:59.447247Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/120-load.bats; echo aDGJM-$?-: ok[0m
[2024-05-28T11:40:59.447503Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ezuZiaIu", text="\n", cmd="backend_type_string")
[2024-05-28T11:40:59.447702Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.447835Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, regexp=qr/aDGJM-\d+-/u, timeout=30, no_regex=0)
[2024-05-28T11:40:59.448158Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, json_cmd_token="FAhJTrHT", pattern="(?^u:aDGJM-\\d+-)", buffer_size=undef, no_regex=0, regexp="(?^u:aDGJM-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T11:40:59.449010Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000928353001654614 seconds: aDGJM-0-[0m
[32m[2024-05-28T11:40:59.449266Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:aDGJM-\d+-): ok[0m
[2024-05-28T11:40:59.449374Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.449483Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/250-systemd.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T11:40:59.449580Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.449699Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:40:59.450022Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="vgkpwRgK", buffer_size=undef)
[33m[2024-05-28T11:40:59.450094Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159502000315115 seconds: # [0m
[32m[2024-05-28T11:40:59.450344Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.450588Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm test/system/250-systemd.bats", json_cmd_token="tyMnPylU")
[2024-05-28T11:40:59.450904Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="iKdNZLRh", text="; echo ZaIqN-\$?-", cmd="backend_type_string")
[2024-05-28T11:40:59.451107Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.451218Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="rm test/system/250-systemd.bats; echo ZaIqN-\$?-", expect_not_found=0, buffer_size=159, quiet=undef)
[2024-05-28T11:40:59.451539Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="rm test/system/250-systemd.bats; echo ZaIqN-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="UpUbWasd", pattern=[
    "rm test/system/250-systemd.bats; echo ZaIqN-\$?-"
  ], buffer_size=159)
[33m[2024-05-28T11:40:59.451613Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159952000103658 seconds: rm test/system/250-systemd.bats; echo ZaIqN-$?-[0m
[32m[2024-05-28T11:40:59.451832Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/250-systemd.bats; echo ZaIqN-$?-: ok[0m
[2024-05-28T11:40:59.452080Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="qbFyXqNN", text="\n", cmd="backend_type_string")
[2024-05-28T11:40:59.452261Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.452370Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/ZaIqN-\d+-/u, record_output=undef, timeout=30, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T11:40:59.452675Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:ZaIqN-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, buffer_size=undef, pattern="(?^u:ZaIqN-\\d+-)", json_cmd_token="vTUEEWhP")
[33m[2024-05-28T11:40:59.453668Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00106902399784303 seconds: ZaIqN-0-[0m
[32m[2024-05-28T11:40:59.453888Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ZaIqN-\d+-): ok[0m
[2024-05-28T11:40:59.453975Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.454063Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/255-auto-update.bats", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T11:40:59.454143Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.454239Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp="# ", no_regex=1, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T11:40:59.454544Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VVBulSJL", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T11:40:59.454615Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158052000188036 seconds: # [0m
[32m[2024-05-28T11:40:59.454833Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.455066Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm test/system/255-auto-update.bats", cmd="backend_type_string", json_cmd_token="uMvqkWPC")
[2024-05-28T11:40:59.455380Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo Rk6h1-\$?-", cmd="backend_type_string", json_cmd_token="PJMtIqSj")
[2024-05-28T11:40:59.455549Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.455661Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="rm test/system/255-auto-update.bats; echo Rk6h1-\$?-", record_output=undef, timeout=90, quiet=undef, buffer_size=163, expect_not_found=0)
[2024-05-28T11:40:59.455976Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=163, pattern=[
    "rm test/system/255-auto-update.bats; echo Rk6h1-\$?-"
  ], json_cmd_token="PaOiCJLr", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="rm test/system/255-auto-update.bats; echo Rk6h1-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T11:40:59.456065Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175321998540312 seconds: rm test/system/255-auto-update.bats; echo Rk6h1-$?-[0m
[32m[2024-05-28T11:40:59.456306Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/255-auto-update.bats; echo Rk6h1-$?-: ok[0m
[2024-05-28T11:40:59.456545Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="oaQeKabN", cmd="backend_type_string", text="\n")
[2024-05-28T11:40:59.456722Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.456833Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=30, record_output=undef, no_regex=0, regexp=qr/Rk6h1-\d+-/u)
[2024-05-28T11:40:59.457137Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:Rk6h1-\\d+-)", no_regex=0, buffer_size=undef, pattern="(?^u:Rk6h1-\\d+-)", json_cmd_token="JOpMfZni", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T11:40:59.458117Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00105920400164905 seconds: Rk6h1-0-[0m
[32m[2024-05-28T11:40:59.458347Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Rk6h1-\d+-): ok[0m
[2024-05-28T11:40:59.458437Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.458545Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/system/520-checkpoint.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T11:40:59.458643Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.458761Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T11:40:59.459076Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", no_regex=1, json_cmd_token="FNVXsCjN", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:40:59.459146Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158081998961279 seconds: # [0m
[32m[2024-05-28T11:40:59.459390Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.459634Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm test/system/520-checkpoint.bats", cmd="backend_type_string", json_cmd_token="KTPxXykI")
[2024-05-28T11:40:59.459951Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo zkkrm-\$?-", cmd="backend_type_string", json_cmd_token="hApsKjML")
[2024-05-28T11:40:59.460124Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.460243Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=162, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, regexp="rm test/system/520-checkpoint.bats; echo zkkrm-\$?-")
[2024-05-28T11:40:59.460557Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=162, pattern=[
    "rm test/system/520-checkpoint.bats; echo zkkrm-\$?-"
  ], json_cmd_token="IrFoWvsh", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="rm test/system/520-checkpoint.bats; echo zkkrm-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T11:40:59.460633Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016495299860253 seconds: rm test/system/520-checkpoint.bats; echo zkkrm-$?-[0m
[32m[2024-05-28T11:40:59.460852Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/system/520-checkpoint.bats; echo zkkrm-$?-: ok[0m
[2024-05-28T11:40:59.461081Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yDCuJEPc", text="\n", cmd="backend_type_string")
[2024-05-28T11:40:59.461255Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:37 called testapi::script_run
[2024-05-28T11:40:59.461365Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, no_regex=0, record_output=undef, regexp=qr/zkkrm-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T11:40:59.461666Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", pattern="(?^u:zkkrm-\\d+-)", buffer_size=undef, json_cmd_token="lfkCLnCu", regexp="(?^u:zkkrm-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:40:59.462779Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00119158600136871 seconds: zkkrm-0-[0m
[32m[2024-05-28T11:40:59.463Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:zkkrm-\d+-): ok[0m
[2024-05-28T11:40:59.463088Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:40:59.463168Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo bats-root-local.tap .. > bats-root-local.tap", quiet=undef, fail_message="", timeout=90)
[2024-05-28T11:40:59.463247Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:40:59.463343Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=1, timeout=90, record_output=undef, regexp="# ")
[2024-05-28T11:40:59.463648Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="AYkffZVY", buffer_size=undef, no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T11:40:59.463718Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157092999870656 seconds: # [0m
[32m[2024-05-28T11:40:59.463934Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.464193Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo bats-root-local.tap .. > bats-root-local.tap", cmd="backend_type_string", json_cmd_token="zdwWcEbK")
[2024-05-28T11:40:59.464516Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Us1Zp-\$?-", json_cmd_token="UGxmqaxN")
[2024-05-28T11:40:59.464678Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:40:59.464791Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="echo bats-root-local.tap .. > bats-root-local.tap; echo Us1Zp-\$?-", timeout=90, expect_not_found=0, buffer_size=177, quiet=undef)
[2024-05-28T11:40:59.465104Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="hbkoolaB", pattern=[
    "echo bats-root-local.tap .. > bats-root-local.tap; echo Us1Zp-\$?-"
  ], buffer_size=177, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="echo bats-root-local.tap .. > bats-root-local.tap; echo Us1Zp-\$?-")
[33m[2024-05-28T11:40:59.465179Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163902001077076 seconds: echo bats-root-local.tap .. > bats-root-local.tap; echo Us1Zp-$?-[0m
[32m[2024-05-28T11:40:59.465398Z] [debug] [pid:45741] >>> testapi::wait_serial: echo bats-root-local.tap .. > bats-root-local.tap; echo Us1Zp-$?-: ok[0m
[2024-05-28T11:40:59.465628Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="MxryBACl", cmd="backend_type_string", text="\n")
[2024-05-28T11:40:59.465800Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:39 called testapi::assert_script_run
[2024-05-28T11:40:59.465907Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=0, regexp=qr/Us1Zp-\d+-/u)
[2024-05-28T11:40:59.466206Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:Us1Zp-\\d+-)", json_cmd_token="oALslQQx", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="(?^u:Us1Zp-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T11:40:59.466287Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160081999638351 seconds: Us1Zp-0-[0m
[32m[2024-05-28T11:40:59.466504Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Us1Zp-\d+-): ok[0m
[2024-05-28T11:40:59.466597Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:40:59.466690Z] [debug] [pid:45741] <<< testapi::script_run(cmd="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap", output="", quiet=undef, timeout=3600, die_on_timeout=1)
[2024-05-28T11:40:59.466771Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:40:59.466867Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, no_regex=1, regexp="# ", record_output=undef)
[2024-05-28T11:40:59.467168Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef, pattern=[
    "# "
  ], json_cmd_token="SxnVmEaP", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:40:59.467227Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000144551999255782 seconds: # [0m
[32m[2024-05-28T11:40:59.467442Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T11:40:59.467679Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XyRkCjbq", cmd="backend_type_string", text="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap")
[2024-05-28T11:40:59.467994Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XYMxSlTR", cmd="backend_type_string", text="; echo n~nbc-\$?-")
[2024-05-28T11:40:59.468172Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:40:59.468295Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap; echo n~nbc-\$?-", expect_not_found=0, quiet=undef, buffer_size=236)
[2024-05-28T11:40:59.468610Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap; echo n~nbc-\$?-", no_regex=1, buffer_size=236, pattern=[
    "env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap; echo n~nbc-\$?-"
  ], json_cmd_token="xhlWAZvJ", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T11:40:59.468695Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000174032000359148 seconds: env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap; echo n~nbc-$?-[0m
[32m[2024-05-28T11:40:59.468921Z] [debug] [pid:45741] >>> testapi::wait_serial: env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap; echo n~nbc-$?-: ok[0m
[2024-05-28T11:40:59.469151Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jCjXKECH", text="\n", cmd="backend_type_string")
[2024-05-28T11:40:59.469326Z] [debug] [pid:45741] tests/containers/podman_integration.pm:105 called podman_integration::run_tests -> tests/containers/podman_integration.pm:41 called testapi::script_run
[2024-05-28T11:40:59.469437Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/n~nbc-\d+-/u, timeout=3600, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T11:40:59.469738Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=3600, pattern="(?^u:n~nbc-\\d+-)", json_cmd_token="COalMYJk", buffer_size=undef, regexp="(?^u:n~nbc-\\d+-)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0)
[32m[2024-05-28T12:40:59.472051Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:n~nbc-\d+-): fail[0m
[33m[2024-05-28T12:40:59.473129Z] [info] [pid:45741] ::: basetest::runtest: # Test died: command 'env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap' timed out at /usr/lib/os-autoinst/testapi.pm line 985.
  	testapi::script_run("env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadle"..., 3600) called at opensuse/tests/containers/podman_integration.pm line 41
  	podman_integration::run_tests("rootless", 0, "remote", 0, "skip_tests", "120-load 250-systemd 255-auto-update 520-checkpoint") called at opensuse/tests/containers/podman_integration.pm line 105
  	podman_integration::run(podman_integration=HASH(0x56534094a790)) called at /usr/lib/os-autoinst/basetest.pm line 352
  	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
  	basetest::runtest(podman_integration=HASH(0x56534094a790)) called at /usr/lib/os-autoinst/autotest.pm line 416
  	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
  	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
  	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
  	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
  	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x565340ed5870)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
  	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
  	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x565340ed5870), CODE(0x565341ca4698)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
  	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x565340ed5870)) called at /usr/lib/os-autoinst/autotest.pm line 326
  	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
  	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x5653399e94e8)) called at /usr/bin/isotovideo line 172
  	eval {...} called at /usr/bin/isotovideo line 161
  [0m
[2024-05-28T12:40:59.487609Z] [debug] [pid:45741] tests/containers/podman_integration.pm:118 called podman_integration::cleanup -> tests/containers/podman_integration.pm:112 called testapi::assert_script_run
[2024-05-28T12:40:59.487717Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd ~", timeout=90, fail_message="", quiet=undef)
[2024-05-28T12:40:59.487816Z] [debug] [pid:45741] tests/containers/podman_integration.pm:118 called podman_integration::cleanup -> tests/containers/podman_integration.pm:112 called testapi::assert_script_run
[2024-05-28T12:40:59.487917Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, timeout=90, regexp="# ", no_regex=1)
[2024-05-28T12:40:59.488524Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="ptbYHwDK", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:40:59.488640Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000297482998576015 seconds: # [0m
[32m[2024-05-28T12:40:59.488971Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:40:59.489398Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="KcsjRxlK", text="cd ~", cmd="backend_type_string")
[2024-05-28T12:40:59.489959Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo qL7Vy-\$?-", json_cmd_token="NAfaqnJK")
[2024-05-28T12:40:59.490171Z] [debug] [pid:45741] tests/containers/podman_integration.pm:118 called podman_integration::cleanup -> tests/containers/podman_integration.pm:112 called testapi::assert_script_run
[2024-05-28T12:40:59.490291Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="cd ~; echo qL7Vy-\$?-", buffer_size=132, quiet=undef, expect_not_found=0)
[2024-05-28T12:40:59.490742Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=132, pattern=[
    "cd ~; echo qL7Vy-\$?-"
  ], json_cmd_token="yjlOqZEo", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, regexp="cd ~; echo qL7Vy-\$?-", record_output=undef)
[33m[2024-05-28T12:40:59.490862Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000257202998909634 seconds: cd ~; echo qL7Vy-$?-[0m
[32m[2024-05-28T12:40:59.491119Z] [debug] [pid:45741] >>> testapi::wait_serial: cd ~; echo qL7Vy-$?-: ok[0m
[2024-05-28T12:40:59.491448Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="NIySzljv")
[2024-05-28T12:40:59.491659Z] [debug] [pid:45741] tests/containers/podman_integration.pm:118 called podman_integration::cleanup -> tests/containers/podman_integration.pm:112 called testapi::assert_script_run
[2024-05-28T12:40:59.491784Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/qL7Vy-\d+-/u, no_regex=0, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:40:59.492234Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:qL7Vy-\\d+-)", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern="(?^u:qL7Vy-\\d+-)", json_cmd_token="EtKBaTrS", buffer_size=undef)
[32m[2024-05-28T12:42:29.496927Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:qL7Vy-\d+-): fail[0m
[37m[2024-05-28T12:42:29.498099Z] [debug] [pid:45741] post_fail_hook failed: command 'cd ~' timed out at /usr/lib/os-autoinst/testapi.pm line 926.
  	testapi::assert_script_run("cd ~") called at opensuse/tests/containers/podman_integration.pm line 112
  	podman_integration::cleanup() called at opensuse/tests/containers/podman_integration.pm line 118
  	podman_integration::post_fail_hook(podman_integration=HASH(0x56534094a790)) called at /usr/lib/os-autoinst/basetest.pm line 315
  	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 315
  	basetest::run_post_fail(podman_integration=HASH(0x56534094a790), "test podman_integration died") called at /usr/lib/os-autoinst/basetest.pm line 391
  	basetest::runtest(podman_integration=HASH(0x56534094a790)) called at /usr/lib/os-autoinst/autotest.pm line 416
  	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
  	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
  	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
  	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
  	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x565340ed5870)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
  	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
  	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x565340ed5870), CODE(0x565341ca4698)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
  	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x565340ed5870)) called at /usr/lib/os-autoinst/autotest.pm line 326
  	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
  	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x5653399e94e8)) called at /usr/bin/isotovideo line 172
  	eval {...} called at /usr/bin/isotovideo line 161
  [0m
[1;34m[2024-05-28T12:42:29.499360Z] [debug] [pid:45741] ||| finished podman_integration containers (runtime: 6264 s)[0m
[1;34m[2024-05-28T12:42:29.499423Z] [debug] [pid:45741] ||| post fail hooks runtime: 90 s[0m
[37m[2024-05-28T12:42:29.500403Z] [debug] [pid:45741] Loading a VM snapshot lastgood[0m
[37m[2024-05-28T12:42:29.500961Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":497627,"seconds":1716893797}}[0m
[37m[2024-05-28T12:42:29.501052Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":497813,"seconds":1716894456}}[0m
[37m[2024-05-28T12:42:29.501130Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":497529,"seconds":1716895115}}[0m
[37m[2024-05-28T12:42:29.501215Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":497679,"seconds":1716895774}}[0m
[37m[2024-05-28T12:42:29.501285Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":497678,"seconds":1716896433}}[0m
[37m[2024-05-28T12:42:29.501351Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":497790,"seconds":1716897092}}[0m
[37m[2024-05-28T12:42:29.501420Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":497896,"seconds":1716897751}}[0m
[37m[2024-05-28T12:42:29.501480Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":498703,"seconds":1716898410}}[0m
[37m[2024-05-28T12:42:29.501538Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":498384,"seconds":1716899069}}[0m
[37m[2024-05-28T12:42:29.501595Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":498251,"seconds":1716899728}}[0m
[37m[2024-05-28T12:42:29.501676Z] [debug] [pid:45931] Loading snapshot (Current VM state is running)[0m
[37m[2024-05-28T12:42:29.545951Z] [debug] [pid:45931] EVENT {"event":"STOP","timestamp":{"microseconds":545796,"seconds":1716900149}}[0m
[33m[2024-05-28T12:42:29.547136Z] [info] [pid:45931] ::: OpenQA::Qemu::Proc::save_state: Saving QEMU state to qemu_state.json[0m
[37m[2024-05-28T12:42:30.851598Z] [debug] [pid:45931] QEMU: qemu-system-x86_64: terminating on signal 15 from pid 45931 (/usr/bin/isotovideo: backen)[0m
[37m[2024-05-28T12:42:31.151970Z] [debug] [pid:45931] running `/usr/bin/qemu-img create -f qcow2 -F qcow2 -b /var/lib/openqa/pool/9/raid/hd0-overlay0 /var/lib/openqa/pool/9/raid/hd0-overlay1 32212254720`[0m
[37m[2024-05-28T12:42:31.199933Z] [debug] [pid:45931] Formatting '/var/lib/openqa/pool/9/raid/hd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=32212254720 backing_file=/var/lib/openqa/pool/9/raid/hd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T12:42:31.200073Z] [debug] [pid:45931] running `/usr/bin/qemu-img create -f qcow2 -F qcow2 -b /var/lib/openqa/pool/9/raid/hd1 /var/lib/openqa/pool/9/raid/hd1-overlay1 20G`[0m
[37m[2024-05-28T12:42:31.242047Z] [debug] [pid:45931] Formatting '/var/lib/openqa/pool/9/raid/hd1-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=21474836480 backing_file=/var/lib/openqa/pool/9/raid/hd1 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T12:42:31.242229Z] [debug] [pid:45931] running `/usr/bin/qemu-img create -f qcow2 -F qcow2 -b /var/lib/openqa/pool/9/raid/cd0-overlay0 /var/lib/openqa/pool/9/raid/cd0-overlay1 4497342464`[0m
[37m[2024-05-28T12:42:31.286972Z] [debug] [pid:45931] Formatting '/var/lib/openqa/pool/9/raid/cd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=4497342464 backing_file=/var/lib/openqa/pool/9/raid/cd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T12:42:31.287140Z] [debug] [pid:45931] init_blockdev_images: Finished creating block devices[0m
[37m[2024-05-28T12:42:31.287985Z] [debug] [pid:45931] starting: /usr/bin/qemu-system-x86_64 -device VGA,edid=on,xres=1024,yres=768 -only-migratable -chardev ringbuf,id=serial0,logfile=serial0,logappend=on -serial chardev:serial0 -audiodev none,id=snd0 -device intel-hda -device hda-output,audiodev=snd0 -global isa-fdc.fdtypeA=none -m 2048 -cpu host -netdev user,id=qanet0 -device virtio-net,netdev=qanet0,mac=52:54:00:12:34:56 -object rng-random,filename=/dev/urandom,id=rng0 -device virtio-rng-pci,rng=rng0 -boot order=c -device qemu-xhci -device usb-tablet -smp 2 -enable-kvm -no-shutdown -vnc :99,share=force-shared -device virtio-serial -chardev pipe,id=virtio_console,path=virtio_console,logfile=virtio_console.log,logappend=on -device virtconsole,chardev=virtio_console,name=org.openqa.console.virtio_console -chardev pipe,id=virtio_console_user,path=virtio_console_user,logfile=virtio_console_user.log,logappend=on -device virtconsole,chardev=virtio_console_user,name=org.openqa.console.virtio_console_user -chardev socket,path=qmp_socket,server=on,wait=off,id=qmp_socket,logfile=qmp_socket.log,logappend=on -qmp chardev:qmp_socket -S -device virtio-scsi-pci,id=scsi0 -blockdev driver=file,node-name=hd0-overlay1-file,filename=/var/lib/openqa/pool/9/raid/hd0-overlay1,cache.no-flush=on -blockdev driver=qcow2,node-name=hd0-overlay1,file=hd0-overlay1-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd0-device,drive=hd0-overlay1,bootindex=0,serial=hd0 -blockdev driver=file,node-name=hd1-overlay1-file,filename=/var/lib/openqa/pool/9/raid/hd1-overlay1,cache.no-flush=on -blockdev driver=qcow2,node-name=hd1-overlay1,file=hd1-overlay1-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd1-device,drive=hd1-overlay1,serial=hd1 -blockdev driver=file,node-name=cd0-overlay1-file,filename=/var/lib/openqa/pool/9/raid/cd0-overlay1,cache.no-flush=on -blockdev driver=qcow2,node-name=cd0-overlay1,file=cd0-overlay1-file,cache.no-flush=on,discard=unmap -device scsi-cd,id=cd0-device,drive=cd0-overlay1,serial=cd0 -incoming defer[0m
[37m[2024-05-28T12:42:31.297053Z] [debug] [pid:45931] Waiting for 0 attempts[0m
[37m[2024-05-28T12:42:32.297721Z] [debug] [pid:45931] Waiting for 1 attempts[0m
[37m[2024-05-28T12:42:33.298107Z] [debug] [pid:45931] Finished after 2 attempts[0m
[37m[2024-05-28T12:42:33.303257Z] [debug] [pid:45931] EVENT {"data":{"status":"setup"},"event":"MIGRATION","timestamp":{"microseconds":302964,"seconds":1716900153}}[0m
[37m[2024-05-28T12:42:34.306602Z] [debug] [pid:45931] EVENT {"data":{"status":"active"},"event":"MIGRATION","timestamp":{"microseconds":310303,"seconds":1716900153}}[0m
[37m[2024-05-28T12:42:35.336987Z] [debug] [pid:45931] EVENT {"data":{"status":"completed"},"event":"MIGRATION","timestamp":{"microseconds":821423,"seconds":1716900154}}[0m
[37m[2024-05-28T12:42:35.337681Z] [debug] [pid:45931] Establishing VNC connection to localhost:5999[0m
[37m[2024-05-28T12:42:35.344923Z] [debug] [pid:45931] pointer type 1 0 1024 768 -257[0m
[37m[2024-05-28T12:42:35.345068Z] [debug] [pid:45931] led state 0 1 1 -261[0m
[37m[2024-05-28T12:42:35.401560Z] [debug] [pid:45931] Restored snapshot[0m
[37m[2024-05-28T12:42:35.401723Z] [debug] [pid:45931] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"34200","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"5999","websocket":false}},"event":"VNC_CONNECTED","timestamp":{"microseconds":338738,"seconds":1716900155}}[0m
[37m[2024-05-28T12:42:35.401808Z] [debug] [pid:45931] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"34200","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"5999","websocket":false}},"event":"VNC_INITIALIZED","timestamp":{"microseconds":343730,"seconds":1716900155}}[0m
[37m[2024-05-28T12:42:35.401906Z] [debug] [pid:45931] EVENT {"event":"RESUME","timestamp":{"microseconds":401836,"seconds":1716900155}}[0m
[37m[2024-05-28T12:42:35.455692Z] [debug] [pid:45931] QEMU: QEMU emulator version 7.1.0 (SUSE Linux Enterprise 15)[0m
[37m[2024-05-28T12:42:35.455778Z] [debug] [pid:45931] QEMU: Copyright (c) 2003-2022 Fabrice Bellard and the QEMU Project developers[0m
[1;34m[2024-05-28T12:42:35.460856Z] [debug] [pid:45741] ||| starting runc_integration tests/containers/runc_integration.pm[0m
[2024-05-28T12:42:35.462110Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T12:42:35.462272Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T12:42:35.462988Z] [debug] [pid:45931] <<< consoles::virtio_terminal::open_pipe(pipe_prefix="/var/lib/openqa/pool/9/virtio_console")
[33m[2024-05-28T12:42:35.463510Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[33m[2024-05-28T12:42:35.463665Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[37m[2024-05-28T12:42:35.463977Z] [debug] [pid:45741] activate_console, console: root-virtio-terminal, type: virtio-terminal[0m
[2024-05-28T12:42:35.464108Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:162 called bmwqemu::log_call
[2024-05-28T12:42:35.464154Z] [debug] [pid:45741] <<< serial_terminal::login()
[2024-05-28T12:42:35.464300Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:167 called testapi::wait_serial
[2024-05-28T12:42:35.464507Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=1, buffer_size=undef, timeout=3, record_output=undef, no_regex=0, regexp=qr/login:\s*$/ui)
[2024-05-28T12:42:35.465288Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^ui:login:\\s*\$)", no_regex=0, expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=3, json_cmd_token="XTrelBdA", pattern="(?^ui:login:\\s*\$)", buffer_size=undef)
[32m[2024-05-28T12:42:38.468869Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): fail[0m
[2024-05-28T12:42:38.469136Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:170 called testapi::send_key
[2024-05-28T12:42:38.469330Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T12:42:38.470260Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_send_key", text="\n", json_cmd_token="EQGclyAQ", key="ret")
[2024-05-28T12:42:38.470803Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:171 called testapi::wait_serial
[2024-05-28T12:42:38.471083Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=0, timeout=90, regexp=qr/login:\s*$/ui, record_output=undef)
[2024-05-28T12:42:38.471662Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^ui:login:\\s*\$)", json_cmd_token="qTWqbghf", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="(?^ui:login:\\s*\$)", record_output=undef, no_regex=0)
[33m[2024-05-28T12:42:38.471778Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231803001952358 seconds: login: [0m
[32m[2024-05-28T12:42:38.472191Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T12:42:38.472551Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="IonHkOef", cmd="backend_type_string", text="root\n")
[2024-05-28T12:42:38.472794Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:175 called testapi::wait_serial
[2024-05-28T12:42:38.472951Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=3, no_regex=0, regexp=qr/root/ui, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:38.473353Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^ui:root)", no_regex=0, pattern="(?^ui:root)", json_cmd_token="NqFSOTQi", buffer_size=undef, cmd="backend_wait_serial", timeout=3)
[33m[2024-05-28T12:42:38.473459Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209822996112052 seconds: root[0m
[32m[2024-05-28T12:42:38.473744Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:root): ok[0m
[2024-05-28T12:42:38.473851Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:182 called testapi::wait_serial
[2024-05-28T12:42:38.473981Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=30, record_output=undef, no_regex=0, regexp=qr/Password:\s*$/ui)
[2024-05-28T12:42:38.474386Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^ui:Password:\\s*\$)", json_cmd_token="HzTGIPtM", buffer_size=undef, timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp="(?^ui:Password:\\s*\$)")
[33m[2024-05-28T12:42:38.504352Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0299652799949399 seconds: Password: [0m
[32m[2024-05-28T12:42:38.505123Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:Password:\s*$): ok[0m
[2024-05-28T12:42:38.505800Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="pmMmcljc", max_interval=100, text="[masked]", secret=1, cmd="backend_type_string")
[2024-05-28T12:42:38.506136Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:184 called testapi::send_key
[2024-05-28T12:42:38.506234Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T12:42:38.506650Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="GEiCNqGO", key="ret", cmd="backend_send_key", text="\n")
[2024-05-28T12:42:38.506925Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:186 called testapi::wait_serial
[2024-05-28T12:42:38.507085Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, record_output=undef, no_regex=0, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux)
[2024-05-28T12:42:38.507633Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, json_cmd_token="WPXeEjqm")
[33m[2024-05-28T12:42:38.872375Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.364868261000083 seconds: [1msusetest:~ #[m(B [0m
[32m[2024-05-28T12:42:38.872914Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T12:42:38.873357Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="export TERM=dumb; stty cols 2048; exec \$SHELL\n", cmd="backend_type_string", json_cmd_token="xktwiaIk", lf=1)
[2024-05-28T12:42:38.873619Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:190 called testapi::wait_serial
[2024-05-28T12:42:38.873782Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:42:38.874171Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", json_cmd_token="ssCMkZsI", buffer_size=undef, no_regex=0, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:38.900888Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.02676344000065 seconds: susetest:~ # [0m
[32m[2024-05-28T12:42:38.901486Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T12:42:38.901923Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="akhNHZXm", lf=1, text="PS1=\"# \"\n", cmd="backend_type_string")
[2024-05-28T12:42:38.902244Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:191 called serial_terminal::set_serial_prompt -> lib/serial_terminal.pm:143 called testapi::wait_serial
[2024-05-28T12:42:38.902398Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="PS1=\"# \"", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T12:42:38.902902Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="PS1=\"# \"", pattern=[
    "PS1=\"# \""
  ], buffer_size=undef, json_cmd_token="iRUUHqIm", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:42:38.902996Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217982000322081 seconds: PS1="# "[0m
[32m[2024-05-28T12:42:38.903381Z] [debug] [pid:45741] >>> testapi::wait_serial: PS1="# ": ok[0m
[2024-05-28T12:42:38.903504Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:42:38.903610Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="export TERM=dumb", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:42:38.903730Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:42:38.903853Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", no_regex=1, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:38.904352Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vgyQngor")
[33m[2024-05-28T12:42:38.904431Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000191593004274182 seconds: # [0m
[32m[2024-05-28T12:42:38.904823Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:38.905215Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="export TERM=dumb", json_cmd_token="xsyNbmDV")
[2024-05-28T12:42:38.905673Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Gi8yV-\$?-", json_cmd_token="zzLnongb")
[2024-05-28T12:42:38.905901Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:42:38.906060Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=144, expect_not_found=0, regexp="export TERM=dumb; echo Gi8yV-\$?-", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T12:42:38.906472Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=144, pattern=[
    "export TERM=dumb; echo Gi8yV-\$?-"
  ], json_cmd_token="yKRSdWwb", record_output=undef, regexp="export TERM=dumb; echo Gi8yV-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:38.906574Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216663000173867 seconds: export TERM=dumb; echo Gi8yV-$?-[0m
[32m[2024-05-28T12:42:38.906854Z] [debug] [pid:45741] >>> testapi::wait_serial: export TERM=dumb; echo Gi8yV-$?-: ok[0m
[2024-05-28T12:42:38.907159Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="hyYUewlU", cmd="backend_type_string", text="\n")
[2024-05-28T12:42:38.907386Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:42:38.907529Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=90, regexp=qr/Gi8yV-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:38.907913Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:Gi8yV-\\d+-)", json_cmd_token="mWfrrCoc", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="(?^u:Gi8yV-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T12:42:38.908023Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197702000150457 seconds: Gi8yV-0-[0m
[32m[2024-05-28T12:42:38.908304Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Gi8yV-\d+-): ok[0m
[2024-05-28T12:42:38.908431Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:42:38.908543Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo Logged into \$(tty)", fail_message="", quiet=undef, timeout=30, result_title="vconsole_login")
[2024-05-28T12:42:38.908647Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:42:38.908765Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="# ", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:42:38.909159Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="FvyHnHCd", no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:38.909234Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182013005542103 seconds: # [0m
[32m[2024-05-28T12:42:38.909500Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:38.909801Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo Logged into \$(tty)", cmd="backend_type_string", json_cmd_token="ZkwunWGy")
[2024-05-28T12:42:38.910184Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="IKKJUgnt", text="; echo 1XrKo-\$?-", cmd="backend_type_string")
[2024-05-28T12:42:38.910358Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:42:38.910474Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", no_regex=1, timeout=90, record_output=undef, quiet=undef, buffer_size=151, expect_not_found=0)
[2024-05-28T12:42:38.910808Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", pattern=[
    "echo Logged into \$(tty); echo 1XrKo-\$?-"
  ], buffer_size=151, json_cmd_token="PGBiJcUJ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:42:38.910894Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000182702999154571 seconds: echo Logged into $(tty); echo 1XrKo-$?-[0m
[32m[2024-05-28T12:42:38.911122Z] [debug] [pid:45741] >>> testapi::wait_serial: echo Logged into $(tty); echo 1XrKo-$?-: ok[0m
[2024-05-28T12:42:38.911366Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="rusZTQaQ", text="\n", cmd="backend_type_string")
[2024-05-28T12:42:38.911546Z] [debug] [pid:45741] tests/containers/runc_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:42:38.911660Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=30, no_regex=0, regexp=qr/1XrKo-\d+-/u)
[2024-05-28T12:42:38.911976Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:1XrKo-\\d+-)", json_cmd_token="VUygYksp", no_regex=0, record_output=undef, regexp="(?^u:1XrKo-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:38.912805Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000910611997824162 seconds: 1XrKo-0-[0m
[32m[2024-05-28T12:42:38.913041Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:1XrKo-\d+-): ok[0m
[2024-05-28T12:42:38.913194Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:42:38.913284Z] [debug] [pid:45741] <<< testapi::script_run(cmd="which bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:42:38.913364Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:42:38.913460Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="# ", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:42:38.913784Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="HTBEAJEW", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T12:42:38.913858Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168692000443116 seconds: # [0m
[32m[2024-05-28T12:42:38.914083Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:38.914322Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="IJdglJhW", text="which bats", cmd="backend_type_string")
[2024-05-28T12:42:38.914641Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo d3J0P-\$?-", json_cmd_token="oDBCUZez")
[2024-05-28T12:42:38.914804Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:42:38.914917Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=138, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, regexp="which bats; echo d3J0P-\$?-")
[2024-05-28T12:42:38.915235Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "which bats; echo d3J0P-\$?-"
  ], json_cmd_token="OqJnXdny", buffer_size=138, record_output=undef, regexp="which bats; echo d3J0P-\$?-", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:38.915310Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167231999512296 seconds: which bats; echo d3J0P-$?-[0m
[32m[2024-05-28T12:42:38.915533Z] [debug] [pid:45741] >>> testapi::wait_serial: which bats; echo d3J0P-$?-: ok[0m
[2024-05-28T12:42:38.915764Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="xpuEKMWp")
[2024-05-28T12:42:38.915934Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:42:38.916052Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp=qr/d3J0P-\d+-/u, no_regex=0, record_output=undef, timeout=30)
[2024-05-28T12:42:38.916365Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:d3J0P-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", pattern="(?^u:d3J0P-\\d+-)", buffer_size=undef, json_cmd_token="IjmtpDsB")
[33m[2024-05-28T12:42:38.918946Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00264807400526479 seconds: d3J0P-1-[0m
[32m[2024-05-28T12:42:38.919218Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:d3J0P-\d+-): ok[0m
[2024-05-28T12:42:38.919348Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:42:38.919462Z] [debug] [pid:45741] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -", timeout=303, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:42:38.919559Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:42:38.919676Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, record_output=undef, regexp="# ", no_regex=1)
[2024-05-28T12:42:38.920018Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="xOOpyQqt", pattern=[
    "# "
  ], buffer_size=undef)
[33m[2024-05-28T12:42:38.920095Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174761997186579 seconds: # [0m
[32m[2024-05-28T12:42:38.920339Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:38.920586Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -", cmd="backend_type_string", json_cmd_token="UFSTKdKy")
[2024-05-28T12:42:38.920912Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo EPUlL-\$?-", json_cmd_token="hybXDGcu")
[2024-05-28T12:42:38.921079Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:42:38.921194Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=234, quiet=undef, record_output=undef, regexp="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-", timeout=90, no_regex=1)
[2024-05-28T12:42:38.921534Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-"
  ], buffer_size=234, json_cmd_token="YLnkzKQd", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-")
[33m[2024-05-28T12:42:38.921619Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000183703006769065 seconds: timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-[0m
[32m[2024-05-28T12:42:38.921846Z] [debug] [pid:45741] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-: ok[0m
[2024-05-28T12:42:38.922083Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="OSAioqRs", cmd="backend_type_string", text="\n")
[2024-05-28T12:42:38.922258Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:42:38.922367Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp=qr/EPUlL-\d+-/u, timeout=303, record_output=undef, no_regex=0)
[2024-05-28T12:42:38.922674Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="(?^u:EPUlL-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="iXXhSozg", pattern="(?^u:EPUlL-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=303)
[33m[2024-05-28T12:42:39.488210Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.565553726999497 seconds: EPUlL-0-[0m
[32m[2024-05-28T12:42:39.488902Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:EPUlL-\d+-): ok[0m
[2024-05-28T12:42:39.489118Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T12:42:39.489300Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd bats-core-1.11.0", timeout=90, fail_message="", quiet=undef)
[2024-05-28T12:42:39.489402Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T12:42:39.489523Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp="# ", no_regex=1, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:42:39.490016Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="gzyHNBAe", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T12:42:39.490121Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242963003984187 seconds: # [0m
[32m[2024-05-28T12:42:39.490445Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:39.490796Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="SwRDrJed", text="cd bats-core-1.11.0", cmd="backend_type_string")
[2024-05-28T12:42:39.491262Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo 2GxhO-\$?-", cmd="backend_type_string", json_cmd_token="gQerQJLE")
[2024-05-28T12:42:39.491515Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T12:42:39.491671Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=147, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, regexp="cd bats-core-1.11.0; echo 2GxhO-\$?-")
[2024-05-28T12:42:39.492089Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="cd bats-core-1.11.0; echo 2GxhO-\$?-", record_output=undef, no_regex=1, json_cmd_token="XFGFxfIG", pattern=[
    "cd bats-core-1.11.0; echo 2GxhO-\$?-"
  ], buffer_size=147, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:42:39.492187Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002280629996676 seconds: cd bats-core-1.11.0; echo 2GxhO-$?-[0m
[32m[2024-05-28T12:42:39.492513Z] [debug] [pid:45741] >>> testapi::wait_serial: cd bats-core-1.11.0; echo 2GxhO-$?-: ok[0m
[2024-05-28T12:42:39.492803Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="exrgOlTG", cmd="backend_type_string", text="\n")
[2024-05-28T12:42:39.493061Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T12:42:39.493219Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp=qr/2GxhO-\d+-/u, no_regex=0, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:39.493588Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:2GxhO-\\d+-)", buffer_size=undef, json_cmd_token="RBAswako", record_output=undef, no_regex=0, regexp="(?^u:2GxhO-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:39.493690Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199531998077873 seconds: 2GxhO-0-[0m
[32m[2024-05-28T12:42:39.493968Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:2GxhO-\d+-): ok[0m
[2024-05-28T12:42:39.494083Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T12:42:39.494186Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="bash ./install.sh /usr/local", quiet=undef, fail_message="", timeout=90)
[2024-05-28T12:42:39.494284Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T12:42:39.494404Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, timeout=90, no_regex=1, regexp="# ")
[2024-05-28T12:42:39.494778Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZkbjVVRg", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:42:39.494851Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000189951999345794 seconds: # [0m
[32m[2024-05-28T12:42:39.495113Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:39.495447Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="zNEpXJGN", text="bash ./install.sh /usr/local", cmd="backend_type_string")
[2024-05-28T12:42:39.495928Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="txZTbykg", cmd="backend_type_string", text="; echo rMnnk-\$?-")
[2024-05-28T12:42:39.496200Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T12:42:39.496364Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="bash ./install.sh /usr/local; echo rMnnk-\$?-", buffer_size=156, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:39.496689Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="vcmquoUT", pattern=[
    "bash ./install.sh /usr/local; echo rMnnk-\$?-"
  ], buffer_size=156, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="bash ./install.sh /usr/local; echo rMnnk-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:42:39.496776Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171332001627889 seconds: bash ./install.sh /usr/local; echo rMnnk-$?-[0m
[32m[2024-05-28T12:42:39.497034Z] [debug] [pid:45741] >>> testapi::wait_serial: bash ./install.sh /usr/local; echo rMnnk-$?-: ok[0m
[2024-05-28T12:42:39.497289Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="Vprjujth", text="\n", cmd="backend_type_string")
[2024-05-28T12:42:39.497484Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T12:42:39.497627Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=0, regexp=qr/rMnnk-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:39.497944Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:rMnnk-\\d+-)", buffer_size=undef, json_cmd_token="pRyTkylA", regexp="(?^u:rMnnk-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:39.518024Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0201415359988459 seconds: rMnnk-0-[0m
[32m[2024-05-28T12:42:39.518350Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:rMnnk-\d+-): ok[0m
[2024-05-28T12:42:39.518465Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T12:42:39.518578Z] [debug] [pid:45741] <<< testapi::script_run(cmd="mkdir -m 0750 /etc/sudoers.d/", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T12:42:39.518675Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T12:42:39.518796Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="# ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:42:39.519168Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="# ", no_regex=1, record_output=undef, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="FLoAcaQR", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:42:39.519248Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000181071998667903 seconds: # [0m
[32m[2024-05-28T12:42:39.519509Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:39.519772Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jxGPbWUJ", cmd="backend_type_string", text="mkdir -m 0750 /etc/sudoers.d/")
[2024-05-28T12:42:39.520116Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="qLPxduUK", text="; echo 2Suhl-\$?-", cmd="backend_type_string")
[2024-05-28T12:42:39.520310Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T12:42:39.520450Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-", expect_not_found=0, buffer_size=157, quiet=undef)
[2024-05-28T12:42:39.520779Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="WKALcMDP", pattern=[
    "mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-"
  ], buffer_size=157, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-", no_regex=1)
[33m[2024-05-28T12:42:39.520869Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176031993760262 seconds: mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-[0m
[32m[2024-05-28T12:42:39.521127Z] [debug] [pid:45741] >>> testapi::wait_serial: mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-: ok[0m
[2024-05-28T12:42:39.521379Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="UgttwdHw", text="\n", cmd="backend_type_string")
[2024-05-28T12:42:39.521581Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T12:42:39.521718Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, no_regex=0, record_output=undef, regexp=qr/2Suhl-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:42:39.522047Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:2Suhl-\\d+-)", buffer_size=undef, json_cmd_token="GclavVZx", cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, regexp="(?^u:2Suhl-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T12:42:39.523130Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00115269500383874 seconds: 2Suhl-1-[0m
[32m[2024-05-28T12:42:39.523445Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:2Suhl-\d+-): ok[0m
[2024-05-28T12:42:39.523555Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T12:42:39.523657Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal", quiet=undef, fail_message="", timeout=90)
[2024-05-28T12:42:39.523752Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T12:42:39.523871Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="# ", timeout=90, record_output=undef, no_regex=1)
[2024-05-28T12:42:39.524257Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="mFvuGkdl", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", record_output=undef)
[33m[2024-05-28T12:42:39.524347Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202092000108678 seconds: # [0m
[32m[2024-05-28T12:42:39.524619Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:39.524904Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal", cmd="backend_type_string", json_cmd_token="auKWWgwH")
[2024-05-28T12:42:39.525265Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="gUcNWMIa", text="; echo Qtff8-\$?-", cmd="backend_type_string")
[2024-05-28T12:42:39.525440Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T12:42:39.525554Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-", buffer_size=228, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:39.525912Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-", no_regex=1, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="mAGmmVmj", pattern=[
    "echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-"
  ], buffer_size=228)
[33m[2024-05-28T12:42:39.526022Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000219993002247065 seconds: echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-[0m
[32m[2024-05-28T12:42:39.526255Z] [debug] [pid:45741] >>> testapi::wait_serial: echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-: ok[0m
[2024-05-28T12:42:39.526516Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="uuJXglRI")
[2024-05-28T12:42:39.526698Z] [debug] [pid:45741] tests/containers/runc_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T12:42:39.526808Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, no_regex=0, regexp=qr/Qtff8-\d+-/u, timeout=90)
[2024-05-28T12:42:39.527150Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:Qtff8-\\d+-)", json_cmd_token="BFVwhewA", buffer_size=undef, record_output=undef, no_regex=0, regexp="(?^u:Qtff8-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:39.527250Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200073001906276 seconds: Qtff8-0-[0m
[32m[2024-05-28T12:42:39.527479Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Qtff8-\d+-): ok[0m
[2024-05-28T12:42:39.527598Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:42:39.527689Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:42:39.527768Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:42:39.527864Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, regexp="# ", timeout=90, record_output=undef)
[2024-05-28T12:42:39.528226Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="aOcRnHRk", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:42:39.528305Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000186752004083246 seconds: # [0m
[32m[2024-05-28T12:42:39.528537Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:39.528801Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu", json_cmd_token="rlFAZxer")
[2024-05-28T12:42:39.529154Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jQjQB-\$?-", json_cmd_token="idhQoUAh")
[2024-05-28T12:42:39.529324Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:42:39.529439Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu; echo jQjQB-\$?-", no_regex=1, buffer_size=209, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:39.529799Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu; echo jQjQB-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu; echo jQjQB-\$?-"
  ], buffer_size=209, json_cmd_token="pPkOexeR")
[33m[2024-05-28T12:42:39.529901Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219372996070888 seconds: rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu; echo jQjQB-$?-[0m
[32m[2024-05-28T12:42:39.530127Z] [debug] [pid:45741] >>> testapi::wait_serial: rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu; echo jQjQB-$?-: ok[0m
[2024-05-28T12:42:39.530358Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="hqWSfypY", text="\n", cmd="backend_type_string")
[2024-05-28T12:42:39.530528Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:42:39.530638Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/jQjQB-\d+-/u, timeout=30, no_regex=0, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:42:39.530967Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:jQjQB-\\d+-)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", pattern="(?^u:jQjQB-\\d+-)", json_cmd_token="eycjzLxn", buffer_size=undef)
[33m[2024-05-28T12:42:39.572356Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.0414419750013622 seconds: jQjQB-9-[0m
[32m[2024-05-28T12:42:39.572710Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:jQjQB-\d+-): ok[0m
[2024-05-28T12:42:39.572884Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:42:39.573007Z] [debug] [pid:45741] <<< testapi::script_run(cmd="zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit \${PIPESTATUS[0]} )", die_on_timeout=1, timeout=700, quiet=undef, output="")
[2024-05-28T12:42:39.573112Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:42:39.573235Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="# ", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T12:42:39.573644Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="XbOvlvYE", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:42:39.573737Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211512997339014 seconds: # [0m
[32m[2024-05-28T12:42:39.574009Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:39.574334Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ObrkdPmf", cmd="backend_type_string", text="zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit \${PIPESTATUS[0]} )")
[2024-05-28T12:42:39.574834Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="MKfrPYcx", cmd="backend_type_string", text="; echo GugBY-\$?-")
[2024-05-28T12:42:39.575101Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:42:39.575301Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=248, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit \${PIPESTATUS[0]} ); echo GugBY-\$?-")
[2024-05-28T12:42:39.575921Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit \${PIPESTATUS[0]} ); echo GugBY-\$?-", record_output=undef, json_cmd_token="wQTehdNw", pattern=[
    "zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit \${PIPESTATUS[0]} ); echo GugBY-\$?-"
  ], buffer_size=248, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:42:39.576116Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00038470500294352 seconds: zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit ${PIPESTATUS[0]} ); echo GugBY-$?-[0m
[32m[2024-05-28T12:42:39.576522Z] [debug] [pid:45741] >>> testapi::wait_serial: zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit ${PIPESTATUS[0]} ); echo GugBY-$?-: ok[0m
[2024-05-28T12:42:39.576939Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="xzEMlkax")
[2024-05-28T12:42:39.577242Z] [debug] [pid:45741] tests/containers/runc_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:42:39.577433Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, timeout=700, record_output=undef, regexp=qr/GugBY-\d+-/u)
[2024-05-28T12:42:39.577981Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=700, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:GugBY-\\d+-)", json_cmd_token="dvzsqbIP", record_output=undef, regexp="(?^u:GugBY-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:59.153169Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 498 loops & 19.5752808920006 seconds: GugBY-0-[0m
[32m[2024-05-28T12:42:59.153921Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:GugBY-\d+-): ok[0m
[2024-05-28T12:42:59.154151Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T12:42:59.154287Z] [debug] [pid:45741] <<< testapi::script_run(cmd="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:42:59.154401Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T12:42:59.154542Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:42:59.155166Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zBhyjINH")
[33m[2024-05-28T12:42:59.155275Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000276972998108249 seconds: # [0m
[32m[2024-05-28T12:42:59.155572Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.155900Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf", cmd="backend_type_string", json_cmd_token="hdOyEneW")
[2024-05-28T12:42:59.156329Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo S3cp1-\$?-", json_cmd_token="hwbYVHQO")
[2024-05-28T12:42:59.156554Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T12:42:59.156699Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=188)
[2024-05-28T12:42:59.157100Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=188, pattern=[
    "test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-"
  ], json_cmd_token="nqUnrLXc")
[33m[2024-05-28T12:42:59.157208Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226272997679189 seconds: test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-[0m
[32m[2024-05-28T12:42:59.157483Z] [debug] [pid:45741] >>> testapi::wait_serial: test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-: ok[0m
[2024-05-28T12:42:59.157778Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="bputlclZ", text="\n", cmd="backend_type_string")
[2024-05-28T12:42:59.157994Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T12:42:59.158137Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/S3cp1-\d+-/u, record_output=undef, no_regex=0, timeout=30, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:42:59.158521Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^u:S3cp1-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, json_cmd_token="IxaDhAbI", pattern="(?^u:S3cp1-\\d+-)", buffer_size=undef)
[33m[2024-05-28T12:42:59.158632Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217163003981113 seconds: S3cp1-1-[0m
[32m[2024-05-28T12:42:59.158903Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:S3cp1-\d+-): ok[0m
[2024-05-28T12:42:59.159016Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T12:42:59.159128Z] [debug] [pid:45741] <<< testapi::script_run(cmd="mkdir /etc/systemd/system/user\@.service.d/", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:42:59.159226Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T12:42:59.159345Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, timeout=90, no_regex=1, regexp="# ", record_output=undef)
[2024-05-28T12:42:59.159734Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="VcLfqsrj", buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:59.159813Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000199533002160024 seconds: # [0m
[32m[2024-05-28T12:42:59.160086Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.160389Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="mkdir /etc/systemd/system/user\@.service.d/", cmd="backend_type_string", json_cmd_token="SkdazJxg")
[2024-05-28T12:42:59.160775Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo gi~ty-\$?-", json_cmd_token="FQZJKGNP")
[2024-05-28T12:42:59.160982Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T12:42:59.161122Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=170, timeout=90, record_output=undef, no_regex=1, regexp="mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-")
[2024-05-28T12:42:59.161513Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="lBVbFmPZ", pattern=[
    "mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-"
  ], buffer_size=170, no_regex=1, regexp="mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:59.161616Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022013299894752 seconds: mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-[0m
[32m[2024-05-28T12:42:59.161888Z] [debug] [pid:45741] >>> testapi::wait_serial: mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-: ok[0m
[2024-05-28T12:42:59.162139Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="RSTdwAfg", cmd="backend_type_string", text="\n")
[2024-05-28T12:42:59.162317Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T12:42:59.162430Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/gi~ty-\d+-/u, timeout=30, no_regex=0, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:42:59.162751Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:gi~ty-\\d+-)", no_regex=0, pattern="(?^u:gi~ty-\\d+-)", json_cmd_token="JdLCjmLE", buffer_size=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T12:42:59.163824Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00115737500163959 seconds: gi~ty-0-[0m
[32m[2024-05-28T12:42:59.164065Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:gi~ty-\d+-): ok[0m
[2024-05-28T12:42:59.164160Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T12:42:59.164245Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:42:59.164325Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T12:42:59.164421Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90)
[2024-05-28T12:42:59.164750Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], json_cmd_token="mnRbMmxI", buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:59.164829Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169933002325706 seconds: # [0m
[32m[2024-05-28T12:42:59.165056Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.165311Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf", cmd="backend_type_string", json_cmd_token="HlCPNCfS")
[2024-05-28T12:42:59.165643Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="VoihJSNt", text="; echo SRlql-\$?-", cmd="backend_type_string")
[2024-05-28T12:42:59.165820Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T12:42:59.165936Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=238, expect_not_found=0, record_output=undef, regexp="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-", no_regex=1, timeout=90)
[2024-05-28T12:42:59.166269Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-", no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=238, pattern=[
    "echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-"
  ], json_cmd_token="PKjqUPUv")
[33m[2024-05-28T12:42:59.166367Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000192431994946674 seconds: echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-[0m
[32m[2024-05-28T12:42:59.166602Z] [debug] [pid:45741] >>> testapi::wait_serial: echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-: ok[0m
[2024-05-28T12:42:59.166849Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iiqNtsnK")
[2024-05-28T12:42:59.167027Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T12:42:59.167141Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/SRlql-\d+-/u, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:59.167460Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:SRlql-\\d+-)", json_cmd_token="CyYaqxkB", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=0, regexp="(?^u:SRlql-\\d+-)", record_output=undef)
[33m[2024-05-28T12:42:59.167549Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172952000866644 seconds: SRlql-0-[0m
[32m[2024-05-28T12:42:59.167777Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:SRlql-\d+-): ok[0m
[2024-05-28T12:42:59.167885Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T12:42:59.167966Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="systemctl --no-pager daemon-reload", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:42:59.168064Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T12:42:59.168169Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, timeout=90, regexp="# ")
[2024-05-28T12:42:59.168583Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="pMjLTVaq")
[33m[2024-05-28T12:42:59.168649Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000157462003699038 seconds: # [0m
[32m[2024-05-28T12:42:59.168901Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.169165Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="systemctl --no-pager daemon-reload", cmd="backend_type_string", json_cmd_token="ZCPYahyE")
[2024-05-28T12:42:59.169517Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="QfTEWFSN", text="; echo hOyxE-\$?-", cmd="backend_type_string")
[2024-05-28T12:42:59.169697Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T12:42:59.169810Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="systemctl --no-pager daemon-reload; echo hOyxE-\$?-", record_output=undef, expect_not_found=0, buffer_size=162, quiet=undef)
[2024-05-28T12:42:59.170147Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="systemctl --no-pager daemon-reload; echo hOyxE-\$?-", no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "systemctl --no-pager daemon-reload; echo hOyxE-\$?-"
  ], buffer_size=162, json_cmd_token="fkQoFPEQ")
[33m[2024-05-28T12:42:59.170230Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175332002982032 seconds: systemctl --no-pager daemon-reload; echo hOyxE-$?-[0m
[32m[2024-05-28T12:42:59.170467Z] [debug] [pid:45741] >>> testapi::wait_serial: systemctl --no-pager daemon-reload; echo hOyxE-$?-: ok[0m
[2024-05-28T12:42:59.170722Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="jwtncFxT")
[2024-05-28T12:42:59.170908Z] [debug] [pid:45741] tests/containers/runc_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T12:42:59.171023Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, regexp=qr/hOyxE-\d+-/u, no_regex=0, timeout=90)
[2024-05-28T12:42:59.171350Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:hOyxE-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern="(?^u:hOyxE-\\d+-)", json_cmd_token="elDWHUnO")
[33m[2024-05-28T12:42:59.466766Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.295447360003891 seconds: hOyxE-0-[0m
[32m[2024-05-28T12:42:59.467350Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:hOyxE-\d+-): ok[0m
[2024-05-28T12:42:59.467524Z] [debug] [pid:45741] tests/containers/runc_integration.pm:53 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:42:59.467686Z] [debug] [pid:45741] <<< testapi::script_run(cmd="ls /sys/fs/cgroup/cgroup.controllers", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:42:59.467825Z] [debug] [pid:45741] tests/containers/runc_integration.pm:53 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:42:59.467989Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="# ")
[2024-05-28T12:42:59.468735Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="YrjwDryt", pattern=[
    "# "
  ], buffer_size=undef)
[33m[2024-05-28T12:42:59.468879Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000317484002152923 seconds: # [0m
[32m[2024-05-28T12:42:59.469422Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.470009Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="ls /sys/fs/cgroup/cgroup.controllers", json_cmd_token="mQpZGahL")
[2024-05-28T12:42:59.470864Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="nCDUQdHg", cmd="backend_type_string", text="; echo kjwUb-\$?-")
[2024-05-28T12:42:59.471154Z] [debug] [pid:45741] tests/containers/runc_integration.pm:53 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:42:59.471300Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", timeout=90, quiet=undef, buffer_size=164, expect_not_found=0)
[2024-05-28T12:42:59.471795Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=164, pattern=[
    "ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-"
  ], json_cmd_token="XMUbWQDD", regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:59.471896Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218632005271502 seconds: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-[0m
[32m[2024-05-28T12:42:59.472304Z] [debug] [pid:45741] >>> testapi::wait_serial: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-: ok[0m
[2024-05-28T12:42:59.472694Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="wYrowvAR", text="\n", cmd="backend_type_string")
[2024-05-28T12:42:59.472985Z] [debug] [pid:45741] tests/containers/runc_integration.pm:53 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:42:59.473128Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=30, regexp=qr/kjwUb-\d+-/u, record_output=undef, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:42:59.473553Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, json_cmd_token="waFbSELN", pattern="(?^u:kjwUb-\\d+-)", buffer_size=undef, record_output=undef, regexp="(?^u:kjwUb-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:59.474383Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000915122000151314 seconds: kjwUb-0-[0m
[32m[2024-05-28T12:42:59.474773Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:kjwUb-\d+-): ok[0m
[2024-05-28T12:42:59.474927Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.475055Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, no_regex=1, timeout=90, regexp="# ")
[2024-05-28T12:42:59.475469Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="# ", no_regex=1, record_output=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UcXYCmhu", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:42:59.475564Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209013000130653 seconds: # [0m
[32m[2024-05-28T12:42:59.475819Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.475886Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.475935Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptMEYIC.sh :\n \"cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-\$?-\" \n")
[2024-05-28T12:42:59.476221Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-\$?-\n", json_cmd_token="wtFWBrDB")
[2024-05-28T12:42:59.476413Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.476529Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-\$?-", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:42:59.476875Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-\$?-", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-\$?-"
  ], buffer_size=undef, json_cmd_token="coHjhTaT")
[33m[2024-05-28T12:42:59.476957Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175822999153752 seconds: cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-$?-[0m
[32m[2024-05-28T12:42:59.477192Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-$?-: ok[0m
[2024-05-28T12:42:59.477270Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.477372Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="> ", record_output=undef, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:42:59.477712Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "> "
  ], json_cmd_token="VhQBweiK", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T12:42:59.477777Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000156831993081141 seconds: > [0m
[32m[2024-05-28T12:42:59.478012Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:42:59.478279Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="VcNogpOj", cmd="backend_type_string", text="runc --version\nEOT_MEYIC\n")
[2024-05-28T12:42:59.478458Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.478570Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="> EOT_MEYIC", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:42:59.478909Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="NoULFJVd", pattern=[
    "> EOT_MEYIC"
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="> EOT_MEYIC", no_regex=1)
[33m[2024-05-28T12:42:59.478987Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016875200526556 seconds: > EOT_MEYIC[0m
[32m[2024-05-28T12:42:59.479223Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_MEYIC: ok[0m
[2024-05-28T12:42:59.479301Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.479405Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="MEYIC-0-", no_regex=0, record_output=undef, timeout=90)
[2024-05-28T12:42:59.479739Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="MEYIC-0-", json_cmd_token="gzumPcUE", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, no_regex=0, regexp="MEYIC-0-")
[33m[2024-05-28T12:42:59.480025Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000358164004865102 seconds: MEYIC-0-[0m
[32m[2024-05-28T12:42:59.480273Z] [debug] [pid:45741] >>> testapi::wait_serial: MEYIC-0-: ok[0m
[2024-05-28T12:42:59.480356Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.480459Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:42:59.480808Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zPYVgpXT", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T12:42:59.480888Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171923005837016 seconds: # [0m
[32m[2024-05-28T12:42:59.481137Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.481406Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo MEYIC; bash -oe pipefail /tmp/scriptMEYIC.sh ; echo SCRIPT_FINISHEDMEYIC-\$?-\n", json_cmd_token="YMmrDUVJ")
[2024-05-28T12:42:59.481585Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.481699Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, regexp="echo MEYIC; bash -oe pipefail /tmp/scriptMEYIC.sh ; echo SCRIPT_FINISHEDMEYIC-\$?-", record_output=undef, no_regex=1)
[2024-05-28T12:42:59.482045Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo MEYIC; bash -oe pipefail /tmp/scriptMEYIC.sh ; echo SCRIPT_FINISHEDMEYIC-\$?-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="ZKLmWzHc", pattern=[
    "echo MEYIC; bash -oe pipefail /tmp/scriptMEYIC.sh ; echo SCRIPT_FINISHEDMEYIC-\$?-"
  ], buffer_size=undef)
[33m[2024-05-28T12:42:59.482129Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179101996764075 seconds: echo MEYIC; bash -oe pipefail /tmp/scriptMEYIC.sh ; echo SCRIPT_FINISHEDMEYIC-$?-[0m
[32m[2024-05-28T12:42:59.482365Z] [debug] [pid:45741] >>> testapi::wait_serial: echo MEYIC; bash -oe pipefail /tmp/scriptMEYIC.sh ; echo SCRIPT_FINISHEDMEYIC-$?-: ok[0m
[2024-05-28T12:42:59.482446Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::script_output
[2024-05-28T12:42:59.482548Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDMEYIC-\\d+-", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:42:59.482882Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDMEYIC-\\d+-", buffer_size=undef, pattern="SCRIPT_FINISHEDMEYIC-\\d+-", json_cmd_token="dLeStyoS", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:42:59.488092Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 12 loops & 0.00528526700509246 seconds: SCRIPT_FINISHEDMEYIC-0-[0m
[32m[2024-05-28T12:42:59.488345Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDMEYIC-\d+-: ok[0m
[2024-05-28T12:42:59.488455Z] [debug] [pid:45741] tests/containers/runc_integration.pm:55 called testapi::record_info
[2024-05-28T12:42:59.488532Z] [debug] [pid:45741] <<< testapi::record_info(title="runc version", output="runc version 1.2.0-rc.1\ncommit: v1.2.0-rc.1-0-g275e6d85f78a\nspec: 1.2.0\ngo: go1.21.9\nlibseccomp: 2.5.5", result="ok")
[2024-05-28T12:42:59.488691Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.488801Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef, timeout=90)
[2024-05-28T12:42:59.489144Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="HjVdFHgW", pattern=[
    "# "
  ], buffer_size=undef)
[33m[2024-05-28T12:42:59.489223Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168531994859222 seconds: # [0m
[32m[2024-05-28T12:42:59.489477Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.489543Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.489590Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptT7oA4.sh :\n \"cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-\$?-\" \n")
[2024-05-28T12:42:59.489849Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ANvldxSR", text="cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-\$?-\n", cmd="backend_type_string")
[2024-05-28T12:42:59.490027Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.490137Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, timeout=90, record_output=undef, regexp="cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-\$?-")
[2024-05-28T12:42:59.490478Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-\$?-"
  ], json_cmd_token="bVjFwTjg", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-\$?-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:59.490557Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172481995832641 seconds: cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-$?-[0m
[32m[2024-05-28T12:42:59.490792Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-$?-: ok[0m
[2024-05-28T12:42:59.490870Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.490971Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="> ", timeout=90, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:42:59.491307Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "> "
  ], json_cmd_token="NmVQGepd", buffer_size=undef, regexp="> ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:42:59.491371Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000155911999172531 seconds: > [0m
[32m[2024-05-28T12:42:59.491603Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:42:59.491864Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="runc features\nEOT_T7oA4\n", json_cmd_token="CtjTGQRm")
[2024-05-28T12:42:59.492059Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.492173Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_T7oA4", timeout=90)
[2024-05-28T12:42:59.492523Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "> EOT_T7oA4"
  ], json_cmd_token="EohBcaqi", no_regex=1, regexp="> EOT_T7oA4", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:42:59.492603Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168792001204565 seconds: > EOT_T7oA4[0m
[32m[2024-05-28T12:42:59.492838Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_T7oA4: ok[0m
[2024-05-28T12:42:59.492916Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.493020Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=90, record_output=undef, regexp="T7oA4-0-", no_regex=0)
[2024-05-28T12:42:59.493349Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="T7oA4-0-", buffer_size=undef, pattern="T7oA4-0-", json_cmd_token="xMctbZGY", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:42:59.493747Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000478376001410652 seconds: T7oA4-0-[0m
[32m[2024-05-28T12:42:59.493990Z] [debug] [pid:45741] >>> testapi::wait_serial: T7oA4-0-: ok[0m
[2024-05-28T12:42:59.494071Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.494173Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="# ", no_regex=1, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:42:59.494509Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="SfAIpCjv", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:42:59.494586Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166281999554485 seconds: # [0m
[32m[2024-05-28T12:42:59.494817Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.495080Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="cHHPsInH", text="echo T7oA4; bash -oe pipefail /tmp/scriptT7oA4.sh ; echo SCRIPT_FINISHEDT7oA4-\$?-\n", cmd="backend_type_string")
[2024-05-28T12:42:59.495263Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.495375Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="echo T7oA4; bash -oe pipefail /tmp/scriptT7oA4.sh ; echo SCRIPT_FINISHEDT7oA4-\$?-", no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:42:59.495721Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "echo T7oA4; bash -oe pipefail /tmp/scriptT7oA4.sh ; echo SCRIPT_FINISHEDT7oA4-\$?-"
  ], json_cmd_token="WCZTEqhm", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="echo T7oA4; bash -oe pipefail /tmp/scriptT7oA4.sh ; echo SCRIPT_FINISHEDT7oA4-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:42:59.495801Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172522995853797 seconds: echo T7oA4; bash -oe pipefail /tmp/scriptT7oA4.sh ; echo SCRIPT_FINISHEDT7oA4-$?-[0m
[32m[2024-05-28T12:42:59.496049Z] [debug] [pid:45741] >>> testapi::wait_serial: echo T7oA4; bash -oe pipefail /tmp/scriptT7oA4.sh ; echo SCRIPT_FINISHEDT7oA4-$?-: ok[0m
[2024-05-28T12:42:59.496130Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::script_output
[2024-05-28T12:42:59.496234Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=1, no_regex=0, timeout=90, regexp="SCRIPT_FINISHEDT7oA4-\\d+-")
[2024-05-28T12:42:59.496570Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDT7oA4-\\d+-", pattern="SCRIPT_FINISHEDT7oA4-\\d+-", json_cmd_token="dZAfOirg", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:42:59.514061Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 428 loops & 0.0175460129976273 seconds: SCRIPT_FINISHEDT7oA4-0-[0m
[32m[2024-05-28T12:42:59.514512Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDT7oA4-\d+-: ok[0m
[2024-05-28T12:42:59.514932Z] [debug] [pid:45741] tests/containers/runc_integration.pm:56 called testapi::record_info
[2024-05-28T12:42:59.515240Z] [debug] [pid:45741] <<< testapi::record_info(title="runc features", output="{\n    \"ociVersionMin\": \"1.0.0\",\n    \"ociVersionMax\": \"1.2.0\",\n    \"hooks\": [\n        \"prestart\",\n        \"createRuntime\",\n        \"createContainer\",\n        \"startContainer\",\n        \"poststart\",\n        \"poststop\"\n    ],\n    \"mountOptions\": [\n        \"async\",\n        \"atime\",\n        \"bind\",\n        \"defaults\",\n        \"dev\",\n        \"diratime\",\n        \"dirsync\",\n        \"exec\",\n        \"iversion\",\n        \"lazytime\",\n        \"loud\",\n        \"mand\",\n        \"noatime\",\n        \"nodev\",\n        \"nodiratime\",\n        \"noexec\",\n        \"noiversion\",\n        \"nolazytime\",\n        \"nomand\",\n        \"norelatime\",\n        \"nostrictatime\",\n        \"nosuid\",\n        \"nosymfollow\",\n        \"private\",\n        \"ratime\",\n        \"rbind\",\n        \"rdev\",\n        \"rdiratime\",\n        \"relatime\",\n        \"remount\",\n        \"rexec\",\n        \"rnoatime\",\n        \"rnodev\",\n        \"rnodiratime\",\n        \"rnoexec\",\n        \"rnorelatime\",\n        \"rnostrictatime\",\n        \"rnosuid\",\n        \"rnosymfollow\",\n        \"ro\",\n        \"rprivate\",\n        \"rrelatime\",\n        \"rro\",\n        \"rrw\",\n        \"rshared\",\n        \"rslave\",\n        \"rstrictatime\",\n        \"rsuid\",\n        \"rsymfollow\",\n        \"runbindable\",\n        \"rw\",\n        \"shared\",\n        \"silent\",\n        \"slave\",\n        \"strictatime\",\n        \"suid\",\n        \"symfollow\",\n        \"sync\",\n        \"tmpcopyup\",\n        \"unbindable\"\n    ],\n    \"linux\": {\n        \"namespaces\": [\n            \"cgroup\",\n            \"ipc\",\n            \"mount\",\n            \"network\",\n            \"pid\",\n            \"time\",\n            \"user\",\n            \"uts\"\n        ],\n        \"capabilities\": [\n            \"CAP_CHOWN\",\n            \"CAP_DAC_OVERRIDE\",\n            \"CAP_DAC_READ_SEARCH\",\n            \"CAP_FOWNER\",\n            \"CAP_FSETID\",\n            \"CAP_KILL\",\n            \"CAP_SETGID\",\n            \"CAP_SETUID\",\n            \"CAP_SETPCAP\",\n            \"CAP_LINUX_IMMUTABLE\",\n            \"CAP_NET_BIND_SERVICE\",\n            \"CAP_NET_BROADCAST\",\n            \"CAP_NET_ADMIN\",\n            \"CAP_NET_RAW\",\n            \"CAP_IPC_LOCK\",\n            \"CAP_IPC_OWNER\",\n            \"CAP_SYS_MODULE\",\n            \"CAP_SYS_RAWIO\",\n            \"CAP_SYS_CHROOT\",\n            \"CAP_SYS_PTRACE\",\n            \"CAP_SYS_PACCT\",\n            \"CAP_SYS_ADMIN\",\n            \"CAP_SYS_BOOT\",\n            \"CAP_SYS_NICE\",\n            \"CAP_SYS_RESOURCE\",\n            \"CAP_SYS_TIME\",\n            \"CAP_SYS_TTY_CONFIG\",\n            \"CAP_MKNOD\",\n            \"CAP_LEASE\",\n            \"CAP_AUDIT_WRITE\",\n            \"CAP_AUDIT_CONTROL\",\n            \"CAP_SETFCAP\",\n            \"CAP_MAC_OVERRIDE\",\n            \"CAP_MAC_ADMIN\",\n            \"CAP_SYSLOG\",\n            \"CAP_WAKE_ALARM\",\n            \"CAP_BLOCK_SUSPEND\",\n            \"CAP_AUDIT_READ\",\n            \"CAP_PERFMON\",\n            \"CAP_BPF\",\n            \"CAP_CHECKPOINT_RESTORE\"\n        ],\n        \"cgroup\": {\n            \"v1\": true,\n            \"v2\": true,\n            \"systemd\": true,\n            \"systemdUser\": true,\n            \"rdma\": true\n        },\n        \"seccomp\": {\n            \"enabled\": true,\n            \"actions\": [\n                \"SCMP_ACT_ALLOW\",\n                \"SCMP_ACT_ERRNO\",\n                \"SCMP_ACT_KILL\",\n                \"SCMP_ACT_KILL_PROCESS\",\n                \"SCMP_ACT_KILL_THREAD\",\n                \"SCMP_ACT_LOG\",\n                \"SCMP_ACT_NOTIFY\",\n                \"SCMP_ACT_TRACE\",\n                \"SCMP_ACT_TRAP\"\n            ],\n            \"operators\": [\n                \"SCMP_CMP_EQ\",\n                \"SCMP_CMP_GE\",\n                \"SCMP_CMP_GT\",\n                \"SCMP_CMP_LE\",\n                \"SCMP_CMP_LT\",\n                \"SCMP_CMP_MASKED_EQ\",\n                \"SCMP_CMP_NE\"\n            ],\n            \"archs\": [\n                \"SCMP_ARCH_AARCH64\",\n                \"SCMP_ARCH_ARM\",\n                \"SCMP_ARCH_MIPS\",\n                \"SCMP_ARCH_MIPS64\",\n                \"SCMP_ARCH_MIPS64N32\",\n                \"SCMP_ARCH_MIPSEL\",\n                \"SCMP_ARCH_MIPSEL64\",\n                \"SCMP_ARCH_MIPSEL64N32\",\n                \"SCMP_ARCH_PPC\",\n                \"SCMP_ARCH_PPC64\",\n                \"SCMP_ARCH_PPC64LE\",\n                \"SCMP_ARCH_RISCV64\",\n                \"SCMP_ARCH_S390\",\n                \"SCMP_ARCH_S390X\",\n                \"SCMP_ARCH_X32\",\n                \"SCMP_ARCH_X86\",\n                \"SCMP_ARCH_X86_64\"\n            ],\n            \"knownFlags\": [\n                \"SECCOMP_FILTER_FLAG_TSYNC\",\n                \"SECCOMP_FILTER_FLAG_SPEC_ALLOW\",\n                \"SECCOMP_FILTER_FLAG_LOG\"\n            ],\n            \"supportedFlags\": [\n                \"SECCOMP_FILTER_FLAG_TSYNC\",\n                \"SECCOMP_FILTER_FLAG_SPEC_ALLOW\",\n                \"SECCOMP_FILTER_FLAG_LOG\"\n            ]\n        },\n        \"apparmor\": {\n            \"enabled\": true\n        },\n        \"selinux\": {\n            \"enabled\": true\n        },\n        \"intelRdt\": {\n            \"enabled\": true\n        },\n        \"mountExtensions\": {\n            \"idmap\": {\n                \"enabled\": true\n            }\n        }\n    },\n    \"annotations\": {\n        \"io.github.seccomp.libseccomp.version\": \"2.5.5\",\n        \"org.opencontainers.runc.checkpoint.enabled\": \"true\",\n        \"org.opencontainers.runc.commit\": \"v1.2.0-rc.1-0-g275e6d85f78a\",\n        \"org.opencontainers.runc.version\": \"1.2.0-rc.1\"\n    },\n    \"potentiallyUnsafeConfigAnnotations\": [\n        \"bundle\",\n        \"org.systemd.property.\",\n        \"org.criu.config\"\n    ]\n}", result="ok")
[2024-05-28T12:42:59.515409Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T12:42:59.515504Z] [debug] [pid:45741] <<< testapi::script_run(cmd="grep bernhard /etc/passwd", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T12:42:59.515587Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T12:42:59.515685Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, timeout=90, record_output=undef, regexp="# ", no_regex=1)
[2024-05-28T12:42:59.516122Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UdWdXELm")
[33m[2024-05-28T12:42:59.516222Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235403000260703 seconds: # [0m
[32m[2024-05-28T12:42:59.516474Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:42:59.516752Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="IFjMHoeW", cmd="backend_type_string", text="grep bernhard /etc/passwd")
[2024-05-28T12:42:59.517174Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="dXoERxOJ", text="; echo bup7F-\$?-", cmd="backend_type_string")
[2024-05-28T12:42:59.517360Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T12:42:59.517477Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=153)
[2024-05-28T12:42:59.517896Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "grep bernhard /etc/passwd; echo bup7F-\$?-"
  ], json_cmd_token="plivqoAL", buffer_size=153, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", no_regex=1)
[33m[2024-05-28T12:42:59.518021Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251473000389524 seconds: grep bernhard /etc/passwd; echo bup7F-$?-[0m
[32m[2024-05-28T12:42:59.518261Z] [debug] [pid:45741] >>> testapi::wait_serial: grep bernhard /etc/passwd; echo bup7F-$?-: ok[0m
[2024-05-28T12:42:59.518573Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="uJimfxbl")
[2024-05-28T12:42:59.518774Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T12:42:59.518887Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/bup7F-\d+-/u, no_regex=0, timeout=30)
[2024-05-28T12:42:59.519297Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:bup7F-\\d+-)", json_cmd_token="JnifIvqF", cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, regexp="(?^u:bup7F-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T12:42:59.520045Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.000840850996610243 seconds: bup7F-0-[0m
[32m[2024-05-28T12:42:59.520287Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:bup7F-\d+-): ok[0m
[2024-05-28T12:42:59.520426Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T12:42:59.520478Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="user-virtio-terminal")
[2024-05-28T12:42:59.520791Z] [debug] [pid:45931] <<< consoles::virtio_terminal::open_pipe(pipe_prefix="/var/lib/openqa/pool/9/virtio_console_user")
[33m[2024-05-28T12:42:59.521147Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[33m[2024-05-28T12:42:59.521300Z] [info] [pid:45931] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[37m[2024-05-28T12:42:59.521513Z] [debug] [pid:45741] activate_console, console: user-virtio-terminal, type: virtio-terminal[0m
[2024-05-28T12:42:59.521602Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:162 called bmwqemu::log_call
[2024-05-28T12:42:59.521631Z] [debug] [pid:45741] <<< serial_terminal::login()
[2024-05-28T12:42:59.521709Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:167 called testapi::wait_serial
[2024-05-28T12:42:59.521814Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=3, regexp=qr/login:\s*$/ui, record_output=undef, no_regex=0, expect_not_found=0, quiet=1, buffer_size=undef)
[2024-05-28T12:42:59.522135Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, regexp="(?^ui:login:\\s*\$)", record_output=undef, no_regex=0, pattern="(?^ui:login:\\s*\$)", buffer_size=undef, json_cmd_token="myWoJdtU", timeout=3, cmd="backend_wait_serial")
[32m[2024-05-28T12:43:02.526028Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): fail[0m
[2024-05-28T12:43:02.526202Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:170 called testapi::send_key
[2024-05-28T12:43:02.526324Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T12:43:02.526738Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="efbdibRu", key="ret", text="\n", cmd="backend_send_key")
[2024-05-28T12:43:02.527043Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:171 called testapi::wait_serial
[2024-05-28T12:43:02.527203Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/login:\s*$/ui, timeout=90, record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:43:02.527673Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^ui:login:\\s*\$)", record_output=undef, no_regex=0, pattern="(?^ui:login:\\s*\$)", buffer_size=undef, json_cmd_token="ScoCxbjz", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:02.527808Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265202994341962 seconds: login: [0m
[32m[2024-05-28T12:43:02.528220Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T12:43:02.528592Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="bernhard\n", lf=1, json_cmd_token="zzvmruef")
[2024-05-28T12:43:02.528876Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:175 called testapi::wait_serial
[2024-05-28T12:43:02.529034Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/bernhard/ui, timeout=3, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:43:02.529462Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=3, json_cmd_token="QVFbcGOR", pattern="(?^ui:bernhard)", buffer_size=undef, record_output=undef, regexp="(?^ui:bernhard)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:02.529582Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239133994909935 seconds: bernhard[0m
[32m[2024-05-28T12:43:02.529870Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:bernhard): ok[0m
[2024-05-28T12:43:02.529990Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:182 called testapi::wait_serial
[2024-05-28T12:43:02.530123Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=0, record_output=undef, regexp=qr/Password:\s*$/ui, timeout=30)
[2024-05-28T12:43:02.530560Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^ui:Password:\\s*\$)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, pattern="(?^ui:Password:\\s*\$)", json_cmd_token="Maxckhbe", buffer_size=undef)
[33m[2024-05-28T12:43:02.535247Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00477271099953214 seconds: Password: [0m
[32m[2024-05-28T12:43:02.535640Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ui:Password:\s*$): ok[0m
[2024-05-28T12:43:02.536090Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", secret=1, text="[masked]", max_interval=100, json_cmd_token="WaLlmvkk")
[2024-05-28T12:43:02.536324Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:184 called testapi::send_key
[2024-05-28T12:43:02.536413Z] [debug] [pid:45741] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T12:43:02.536763Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_send_key", text="\n", key="ret", json_cmd_token="MQezIwvY")
[2024-05-28T12:43:02.536963Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:186 called testapi::wait_serial
[2024-05-28T12:43:02.537080Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, no_regex=0, timeout=90, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux)
[2024-05-28T12:43:02.537506Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", record_output=undef, no_regex=0, pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, json_cmd_token="fXHlAyud", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:43:02.768633Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.231175034001353 seconds: susetest:~> [0m
[32m[2024-05-28T12:43:02.769399Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T12:43:02.769999Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="kgQtLVrd", cmd="backend_type_string", text="export TERM=dumb; stty cols 2048; exec \$SHELL\n")
[2024-05-28T12:43:02.770319Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:190 called testapi::wait_serial
[2024-05-28T12:43:02.770487Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:43:02.771006Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="TMsPZbKD", pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:02.793271Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0223780640008044 seconds: susetest:~> [0m
[32m[2024-05-28T12:43:02.793653Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T12:43:02.794048Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="kqebGcem", lf=1, text="PS1=\"\$ \"\n", cmd="backend_type_string")
[2024-05-28T12:43:02.794326Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:191 called serial_terminal::set_serial_prompt -> lib/serial_terminal.pm:143 called testapi::wait_serial
[2024-05-28T12:43:02.794570Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=90, regexp="PS1=\"\$ \"", no_regex=1)
[2024-05-28T12:43:02.795345Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, regexp="PS1=\"\$ \"", record_output=undef, pattern=[
    "PS1=\"\$ \""
  ], json_cmd_token="ScLWpcpq", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:02.795522Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000400264994823374 seconds: PS1="$ "[0m
[32m[2024-05-28T12:43:02.796102Z] [debug] [pid:45741] >>> testapi::wait_serial: PS1="$ ": ok[0m
[2024-05-28T12:43:02.796331Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:43:02.796515Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="export TERM=dumb", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:43:02.796725Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:43:02.796937Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, regexp="\$ ", no_regex=1, record_output=undef)
[2024-05-28T12:43:02.797756Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1, json_cmd_token="XJkhoWQh", pattern=[
    "\$ "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:02.797914Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000393615002394654 seconds: $ [0m
[32m[2024-05-28T12:43:02.798488Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:02.799127Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="export TERM=dumb", cmd="backend_type_string", json_cmd_token="mpqNgwHr")
[2024-05-28T12:43:02.800075Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="CDIHRXTg", text="; echo Gi8yV-\$?-", cmd="backend_type_string")
[2024-05-28T12:43:02.800544Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:43:02.800817Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=144, expect_not_found=0, no_regex=1, regexp="export TERM=dumb; echo Gi8yV-\$?-", record_output=undef, timeout=90)
[2024-05-28T12:43:02.801320Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="export TERM=dumb; echo Gi8yV-\$?-", no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "export TERM=dumb; echo Gi8yV-\$?-"
  ], json_cmd_token="DBJXYbIC", buffer_size=144)
[33m[2024-05-28T12:43:02.801431Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023933299962664 seconds: export TERM=dumb; echo Gi8yV-$?-[0m
[32m[2024-05-28T12:43:02.801690Z] [debug] [pid:45741] >>> testapi::wait_serial: export TERM=dumb; echo Gi8yV-$?-: ok[0m
[2024-05-28T12:43:02.801984Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="rMIxLMIk", text="\n", cmd="backend_type_string")
[2024-05-28T12:43:02.802198Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T12:43:02.802317Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, timeout=90, regexp=qr/Gi8yV-\d+-/u, no_regex=0)
[2024-05-28T12:43:02.802699Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:Gi8yV-\\d+-)", json_cmd_token="chnDqgWj", buffer_size=undef, record_output=undef, regexp="(?^u:Gi8yV-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:43:02.802800Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194612999621313 seconds: Gi8yV-0-[0m
[32m[2024-05-28T12:43:02.803045Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Gi8yV-\d+-): ok[0m
[2024-05-28T12:43:02.803158Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:43:02.803251Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo Logged into \$(tty)", timeout=30, result_title="vconsole_login", fail_message="", quiet=undef)
[2024-05-28T12:43:02.803341Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:43:02.803445Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="\$ ", no_regex=1, record_output=undef, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:43:02.803818Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="\$ ", pattern=[
    "\$ "
  ], json_cmd_token="ZPlYVXzP", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:43:02.803892Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178711998159997 seconds: $ [0m
[32m[2024-05-28T12:43:02.804143Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:02.804437Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo Logged into \$(tty)", json_cmd_token="xchlqYjb")
[2024-05-28T12:43:02.804797Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 1XrKo-\$?-", json_cmd_token="ILcxhLMe")
[2024-05-28T12:43:02.804978Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:43:02.805091Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", record_output=undef, expect_not_found=0, buffer_size=151, quiet=undef)
[2024-05-28T12:43:02.805420Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="VaxUxDRA", pattern=[
    "echo Logged into \$(tty); echo 1XrKo-\$?-"
  ], buffer_size=151, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:02.805502Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176532004843466 seconds: echo Logged into $(tty); echo 1XrKo-$?-[0m
[32m[2024-05-28T12:43:02.805730Z] [debug] [pid:45741] >>> testapi::wait_serial: echo Logged into $(tty); echo 1XrKo-$?-: ok[0m
[2024-05-28T12:43:02.805971Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HKjykicn")
[2024-05-28T12:43:02.806156Z] [debug] [pid:45741] tests/containers/runc_integration.pm:58 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T12:43:02.806268Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp=qr/1XrKo-\d+-/u, timeout=30)
[2024-05-28T12:43:02.806576Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="(?^u:1XrKo-\\d+-)", json_cmd_token="zXNLSOpY", pattern="(?^u:1XrKo-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T12:43:02.808599Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00209911599813495 seconds: 1XrKo-0-[0m
[32m[2024-05-28T12:43:02.808837Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:1XrKo-\d+-): ok[0m
[2024-05-28T12:43:02.808989Z] [debug] [pid:45741] tests/containers/runc_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:43:02.809081Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:43:02.809159Z] [debug] [pid:45741] tests/containers/runc_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:43:02.809255Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="\$ ", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T12:43:02.809615Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="lkciJaVg", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="\$ ")
[33m[2024-05-28T12:43:02.809704Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198301997443195 seconds: $ [0m
[32m[2024-05-28T12:43:02.809933Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:02.810197Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="hDmRCEqC", text="cd /var/tmp", cmd="backend_type_string")
[2024-05-28T12:43:02.810534Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo Pw7vm-\$?-", cmd="backend_type_string", json_cmd_token="fGrnJosv")
[2024-05-28T12:43:02.810693Z] [debug] [pid:45741] tests/containers/runc_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:43:02.810805Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=139, record_output=undef, regexp="cd /var/tmp; echo Pw7vm-\$?-", no_regex=1, timeout=90)
[2024-05-28T12:43:02.811114Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="cd /var/tmp; echo Pw7vm-\$?-", record_output=undef, json_cmd_token="EMYJqUJM", pattern=[
    "cd /var/tmp; echo Pw7vm-\$?-"
  ], buffer_size=139, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:43:02.811204Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177282003278378 seconds: cd /var/tmp; echo Pw7vm-$?-[0m
[32m[2024-05-28T12:43:02.811500Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp; echo Pw7vm-$?-: ok[0m
[2024-05-28T12:43:02.811736Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="rjXSDQKm", text="\n", cmd="backend_type_string")
[2024-05-28T12:43:02.811909Z] [debug] [pid:45741] tests/containers/runc_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:43:02.812035Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, no_regex=0, regexp=qr/Pw7vm-\d+-/u, record_output=undef)
[2024-05-28T12:43:02.812355Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:Pw7vm-\\d+-)", json_cmd_token="hohOjjPq", buffer_size=undef, regexp="(?^u:Pw7vm-\\d+-)", no_regex=0, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:43:02.812440Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162242002261337 seconds: Pw7vm-0-[0m
[32m[2024-05-28T12:43:02.812672Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Pw7vm-\d+-): ok[0m
[2024-05-28T12:43:02.812799Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.812906Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="\$ ", timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:43:02.813216Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="\$ ", record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="wLZiuHTw", pattern=[
    "\$ "
  ], buffer_size=undef)
[33m[2024-05-28T12:43:02.813275Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000145731995871756 seconds: $ [0m
[32m[2024-05-28T12:43:02.813508Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:02.813574Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.813622Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptmJ~8f.sh :\n \"cat > /tmp/scriptmJ~8f.sh << 'EOT_mJ~8f'; echo mJ~8f-\$?-\" \n")
[2024-05-28T12:43:02.813854Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="wgIHXdrn", cmd="backend_type_string", text="cat > /tmp/scriptmJ~8f.sh << 'EOT_mJ~8f'; echo mJ~8f-\$?-\n")
[2024-05-28T12:43:02.814018Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.814128Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp="cat > /tmp/scriptmJ~8f.sh << 'EOT_mJ~8f'; echo mJ~8f-\$?-", no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:43:02.814437Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptmJ~8f.sh << 'EOT_mJ~8f'; echo mJ~8f-\$?-", no_regex=1, buffer_size=undef, pattern=[
    "cat > /tmp/scriptmJ~8f.sh << 'EOT_mJ~8f'; echo mJ~8f-\$?-"
  ], json_cmd_token="wJunbUwx", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:02.814511Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161051997565664 seconds: cat > /tmp/scriptmJ~8f.sh << 'EOT_mJ~8f'; echo mJ~8f-$?-[0m
[32m[2024-05-28T12:43:02.814737Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptmJ~8f.sh << 'EOT_mJ~8f'; echo mJ~8f-$?-: ok[0m
[2024-05-28T12:43:02.814814Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.814917Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> ", timeout=90)
[2024-05-28T12:43:02.815226Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "> "
  ], json_cmd_token="OkxrMGHa", regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:02.815284Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000146861995744985 seconds: > [0m
[32m[2024-05-28T12:43:02.815503Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:43:02.815737Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="eBHqTEzs", cmd="backend_type_string", text="runc --version  | awk '{ print \$3 }'\nEOT_mJ~8f\n")
[2024-05-28T12:43:02.815899Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.816015Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="> EOT_mJ~8f", timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:43:02.816330Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="wgHVaMMa", pattern=[
    "> EOT_mJ~8f"
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="> EOT_mJ~8f", record_output=undef, no_regex=1)
[33m[2024-05-28T12:43:02.816403Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155672001710627 seconds: > EOT_mJ~8f[0m
[32m[2024-05-28T12:43:02.816636Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_mJ~8f: ok[0m
[2024-05-28T12:43:02.816712Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.816816Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, timeout=90, regexp="mJ~8f-0-", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:43:02.817117Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="mJ~8f-0-", no_regex=0, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="mJ~8f-0-", json_cmd_token="fbXBDtVX", buffer_size=undef)
[33m[2024-05-28T12:43:02.818371Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00132884699996794 seconds: mJ~8f-0-[0m
[32m[2024-05-28T12:43:02.818616Z] [debug] [pid:45741] >>> testapi::wait_serial: mJ~8f-0-: ok[0m
[2024-05-28T12:43:02.818697Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.818804Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="\$ ")
[2024-05-28T12:43:02.819120Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="\$ ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], json_cmd_token="easRjZfs", buffer_size=undef)
[33m[2024-05-28T12:43:02.819191Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155282003106549 seconds: $ [0m
[32m[2024-05-28T12:43:02.819434Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:02.819682Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="echo mJ~8f; bash -oe pipefail /tmp/scriptmJ~8f.sh ; echo SCRIPT_FINISHEDmJ~8f-\$?-\n", cmd="backend_type_string", json_cmd_token="zBzltvTe")
[2024-05-28T12:43:02.819845Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.819956Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="echo mJ~8f; bash -oe pipefail /tmp/scriptmJ~8f.sh ; echo SCRIPT_FINISHEDmJ~8f-\$?-", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:43:02.820272Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "echo mJ~8f; bash -oe pipefail /tmp/scriptmJ~8f.sh ; echo SCRIPT_FINISHEDmJ~8f-\$?-"
  ], json_cmd_token="oGPPVZCl", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="echo mJ~8f; bash -oe pipefail /tmp/scriptmJ~8f.sh ; echo SCRIPT_FINISHEDmJ~8f-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:43:02.820349Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164362005307339 seconds: echo mJ~8f; bash -oe pipefail /tmp/scriptmJ~8f.sh ; echo SCRIPT_FINISHEDmJ~8f-$?-[0m
[32m[2024-05-28T12:43:02.820573Z] [debug] [pid:45741] >>> testapi::wait_serial: echo mJ~8f; bash -oe pipefail /tmp/scriptmJ~8f.sh ; echo SCRIPT_FINISHEDmJ~8f-$?-: ok[0m
[2024-05-28T12:43:02.820651Z] [debug] [pid:45741] tests/containers/runc_integration.pm:64 called testapi::script_output
[2024-05-28T12:43:02.820754Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=90, record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDmJ~8f-\\d+-")
[2024-05-28T12:43:02.821054Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="ihQHXDzO", pattern="SCRIPT_FINISHEDmJ~8f-\\d+-", buffer_size=undef, record_output=1, regexp="SCRIPT_FINISHEDmJ~8f-\\d+-", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:02.826398Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 8 loops & 0.00540285900206072 seconds: SCRIPT_FINISHEDmJ~8f-0-[0m
[32m[2024-05-28T12:43:02.826736Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDmJ~8f-\d+-: ok[0m
[2024-05-28T12:43:02.826929Z] [debug] [pid:45741] tests/containers/runc_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:43:02.827092Z] [debug] [pid:45741] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/opencontainers/runc/archive/refs/tags/v1.2.0-rc.1.tar.gz | tar -zxf -", timeout=303, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:43:02.827243Z] [debug] [pid:45741] tests/containers/runc_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:43:02.827410Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="\$ ")
[2024-05-28T12:43:02.827940Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1, buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="OREWObYk", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:43:02.828079Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284312998701353 seconds: $ [0m
[32m[2024-05-28T12:43:02.828460Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:02.828869Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="BbunQNMy", cmd="backend_type_string", text="timeout  300 curl -sL https://github.com/opencontainers/runc/archive/refs/tags/v1.2.0-rc.1.tar.gz | tar -zxf -")
[2024-05-28T12:43:02.829402Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo UMR7x-\$?-", json_cmd_token="KfefHoBK")
[2024-05-28T12:43:02.829676Z] [debug] [pid:45741] tests/containers/runc_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:43:02.829878Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="timeout  300 curl -sL https://github.com/opencontainers/runc/archive/refs/tags/v1.2.0-rc.1.tar.gz | tar -zxf -; echo UMR7x-\$?-", record_output=undef, timeout=90, quiet=undef, buffer_size=238, expect_not_found=0)
[2024-05-28T12:43:02.830408Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="timeout  300 curl -sL https://github.com/opencontainers/runc/archive/refs/tags/v1.2.0-rc.1.tar.gz | tar -zxf -; echo UMR7x-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "timeout  300 curl -sL https://github.com/opencontainers/runc/archive/refs/tags/v1.2.0-rc.1.tar.gz | tar -zxf -; echo UMR7x-\$?-"
  ], json_cmd_token="MLdTCsFQ", buffer_size=238)
[33m[2024-05-28T12:43:02.830550Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000296434001938906 seconds: timeout  300 curl -sL https://github.com/opencontainers/runc/archive/refs/tags/v1.2.0-rc.1.tar.gz | tar -zxf -; echo UMR7x-$?-[0m
[32m[2024-05-28T12:43:02.830929Z] [debug] [pid:45741] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/opencontainers/runc/archive/refs/tags/v1.2.0-rc.1.tar.gz | tar -zxf -; echo UMR7x-$?-: ok[0m
[2024-05-28T12:43:02.831320Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="quKMlrQj", cmd="backend_type_string", text="\n")
[2024-05-28T12:43:02.831610Z] [debug] [pid:45741] tests/containers/runc_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:43:02.831802Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp=qr/UMR7x-\d+-/u, record_output=undef, no_regex=0, timeout=303)
[2024-05-28T12:43:02.832327Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:UMR7x-\\d+-)", no_regex=0, pattern="(?^u:UMR7x-\\d+-)", json_cmd_token="CZKEGECO", buffer_size=undef, timeout=303, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:03.710236Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.877920280006947 seconds: UMR7x-0-[0m
[32m[2024-05-28T12:43:03.711093Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:UMR7x-\d+-): ok[0m
[2024-05-28T12:43:03.711280Z] [debug] [pid:45741] tests/containers/runc_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:43:03.711398Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/runc-1.2.0-rc.1/", timeout=90, fail_message="", quiet=undef)
[2024-05-28T12:43:03.711520Z] [debug] [pid:45741] tests/containers/runc_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:43:03.711646Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="\$ ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:43:03.712552Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="\$ ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="MSxGHzXO")
[33m[2024-05-28T12:43:03.712740Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000428635001298971 seconds: $ [0m
[32m[2024-05-28T12:43:03.713169Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:03.713571Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cd /var/tmp/runc-1.2.0-rc.1/", json_cmd_token="oxoIDBYE")
[2024-05-28T12:43:03.714211Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="JYIiJdMG", cmd="backend_type_string", text="; echo YBDGe-\$?-")
[2024-05-28T12:43:03.714599Z] [debug] [pid:45741] tests/containers/runc_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:43:03.714835Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=156, expect_not_found=0, no_regex=1, regexp="cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-\$?-", record_output=undef, timeout=90)
[2024-05-28T12:43:03.715341Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-\$?-", record_output=undef, buffer_size=156, pattern=[
    "cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-\$?-"
  ], json_cmd_token="ptBIyurt", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:03.715449Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234892999287695 seconds: cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-$?-[0m
[32m[2024-05-28T12:43:03.715746Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-$?-: ok[0m
[2024-05-28T12:43:03.716262Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="omiOmWgV", cmd="backend_type_string", text="\n")
[2024-05-28T12:43:03.716655Z] [debug] [pid:45741] tests/containers/runc_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:43:03.716872Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=0, regexp=qr/YBDGe-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:43:03.717266Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:YBDGe-\\d+-)", no_regex=0, record_output=undef, pattern="(?^u:YBDGe-\\d+-)", json_cmd_token="MYAxyEWk", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:43:03.717376Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216573003854137 seconds: YBDGe-0-[0m
[32m[2024-05-28T12:43:03.717669Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:YBDGe-\d+-): ok[0m
[2024-05-28T12:43:03.717785Z] [debug] [pid:45741] tests/containers/runc_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:43:03.717949Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r tests/integration tests/integration.orig", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:43:03.718098Z] [debug] [pid:45741] tests/containers/runc_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:43:03.718290Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="\$ ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:43:03.718936Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="EDsHsMPx", regexp="\$ ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:43:03.719012Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000248112999543082 seconds: $ [0m
[32m[2024-05-28T12:43:03.719282Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:03.719539Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="FrVYAqOP", text="cp -r tests/integration tests/integration.orig", cmd="backend_type_string")
[2024-05-28T12:43:03.720644Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="eFuqxJFw", cmd="backend_type_string", text="; echo hlTXc-\$?-")
[2024-05-28T12:43:03.721119Z] [debug] [pid:45741] tests/containers/runc_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:43:03.721331Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=174, expect_not_found=0, timeout=90, record_output=undef, regexp="cp -r tests/integration tests/integration.orig; echo hlTXc-\$?-", no_regex=1)
[2024-05-28T12:43:03.721885Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="cp -r tests/integration tests/integration.orig; echo hlTXc-\$?-", record_output=undef, no_regex=1, pattern=[
    "cp -r tests/integration tests/integration.orig; echo hlTXc-\$?-"
  ], json_cmd_token="DVRVrBGp", buffer_size=174, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:43:03.722032Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000275922997388989 seconds: cp -r tests/integration tests/integration.orig; echo hlTXc-$?-[0m
[32m[2024-05-28T12:43:03.722510Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r tests/integration tests/integration.orig; echo hlTXc-$?-: ok[0m
[2024-05-28T12:43:03.722886Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="FeghWKev", cmd="backend_type_string", text="\n")
[2024-05-28T12:43:03.723161Z] [debug] [pid:45741] tests/containers/runc_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:43:03.723323Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/hlTXc-\d+-/u, timeout=90, no_regex=0)
[2024-05-28T12:43:03.723723Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:hlTXc-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:hlTXc-\\d+-)", json_cmd_token="NQyBWoAT")
[33m[2024-05-28T12:43:03.730468Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00683355700311949 seconds: hlTXc-0-[0m
[32m[2024-05-28T12:43:03.730882Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:hlTXc-\d+-): ok[0m
[2024-05-28T12:43:03.731023Z] [debug] [pid:45741] tests/containers/runc_integration.pm:70 called testapi::assert_script_run
[2024-05-28T12:43:03.731134Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="make \$(ls contrib/cmd/)", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:43:03.731240Z] [debug] [pid:45741] tests/containers/runc_integration.pm:70 called testapi::assert_script_run
[2024-05-28T12:43:03.731363Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="\$ ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:43:03.731866Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="eamdhJtY", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, regexp="\$ ", record_output=undef)
[33m[2024-05-28T12:43:03.731993Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243943002715241 seconds: $ [0m
[32m[2024-05-28T12:43:03.732415Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:03.732753Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="make \$(ls contrib/cmd/)", cmd="backend_type_string", json_cmd_token="QNfpyhnY")
[2024-05-28T12:43:03.733192Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="FCsDyIjp", cmd="backend_type_string", text="; echo Wg5Yp-\$?-")
[2024-05-28T12:43:03.733428Z] [debug] [pid:45741] tests/containers/runc_integration.pm:70 called testapi::assert_script_run
[2024-05-28T12:43:03.733586Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="make \$(ls contrib/cmd/); echo Wg5Yp-\$?-", expect_not_found=0, buffer_size=151, quiet=undef)
[2024-05-28T12:43:03.733978Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "make \$(ls contrib/cmd/); echo Wg5Yp-\$?-"
  ], buffer_size=151, json_cmd_token="DhPyPaHu", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="make \$(ls contrib/cmd/); echo Wg5Yp-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T12:43:03.734073Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208962999749929 seconds: make $(ls contrib/cmd/); echo Wg5Yp-$?-[0m
[32m[2024-05-28T12:43:03.734396Z] [debug] [pid:45741] >>> testapi::wait_serial: make $(ls contrib/cmd/); echo Wg5Yp-$?-: ok[0m
[2024-05-28T12:43:03.734710Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jPILSuKX", cmd="backend_type_string", text="\n")
[2024-05-28T12:43:03.734959Z] [debug] [pid:45741] tests/containers/runc_integration.pm:70 called testapi::assert_script_run
[2024-05-28T12:43:03.735119Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp=qr/Wg5Yp-\d+-/u, timeout=90)
[2024-05-28T12:43:03.735485Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:Wg5Yp-\\d+-)", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="mNmdOtnK", pattern="(?^u:Wg5Yp-\\d+-)", buffer_size=undef)
[33m[2024-05-28T12:43:18.506223Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 20 loops & 14.7706751500009 seconds: Wg5Yp-0-[0m
[32m[2024-05-28T12:43:18.507355Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Wg5Yp-\d+-): ok[0m
[2024-05-28T12:43:18.507656Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:43:18.507861Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r tests/integration.orig tests/integration", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:43:18.508101Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:43:18.508332Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="\$ ", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:43:18.509413Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="lqkymTBu", pattern=[
    "\$ "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1)
[33m[2024-05-28T12:43:18.509613Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00047439600166399 seconds: $ [0m
[32m[2024-05-28T12:43:18.510312Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:18.511101Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="vbvzhmwJ", text="cp -r tests/integration.orig tests/integration", cmd="backend_type_string")
[2024-05-28T12:43:18.512318Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo vXvoJ-\$?-", cmd="backend_type_string", json_cmd_token="kckWMkeR")
[2024-05-28T12:43:18.512923Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:43:18.513199Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=174, expect_not_found=0, timeout=90, record_output=undef, no_regex=1, regexp="cp -r tests/integration.orig tests/integration; echo vXvoJ-\$?-")
[2024-05-28T12:43:18.514151Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "cp -r tests/integration.orig tests/integration; echo vXvoJ-\$?-"
  ], json_cmd_token="xGWCHZBy", buffer_size=174, no_regex=1, regexp="cp -r tests/integration.orig tests/integration; echo vXvoJ-\$?-", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:43:18.514344Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000433435998274945 seconds: cp -r tests/integration.orig tests/integration; echo vXvoJ-$?-[0m
[32m[2024-05-28T12:43:18.515040Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r tests/integration.orig tests/integration; echo vXvoJ-$?-: ok[0m
[2024-05-28T12:43:18.515461Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="tycfexca", cmd="backend_type_string", text="\n")
[2024-05-28T12:43:18.515737Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:43:18.515895Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/vXvoJ-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:43:18.516345Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="NuDuDKvX", pattern="(?^u:vXvoJ-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, no_regex=0, regexp="(?^u:vXvoJ-\\d+-)")
[33m[2024-05-28T12:43:18.523121Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00679819600190967 seconds: vXvoJ-0-[0m
[32m[2024-05-28T12:43:18.523692Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:vXvoJ-\d+-): ok[0m
[2024-05-28T12:43:18.523880Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.524082Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm tests/integration/none.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:43:18.524210Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.524308Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="\$ ", no_regex=1, record_output=undef, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:43:18.524820Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="HCAkrgOv", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=1, regexp="\$ ", record_output=undef)
[33m[2024-05-28T12:43:18.524929Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236282998230308 seconds: $ [0m
[32m[2024-05-28T12:43:18.525374Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:18.526010Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm tests/integration/none.bats", cmd="backend_type_string", json_cmd_token="QnKdrsuD")
[2024-05-28T12:43:18.526852Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo ZG_6B-\$?-", cmd="backend_type_string", json_cmd_token="hgzNAmMp")
[2024-05-28T12:43:18.527251Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.527515Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="rm tests/integration/none.bats; echo ZG_6B-\$?-", record_output=undef, timeout=90, quiet=undef, buffer_size=158, expect_not_found=0)
[2024-05-28T12:43:18.528319Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="rm tests/integration/none.bats; echo ZG_6B-\$?-", record_output=undef, no_regex=1, json_cmd_token="KSzsUmsp", pattern=[
    "rm tests/integration/none.bats; echo ZG_6B-\$?-"
  ], buffer_size=158, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:18.528514Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000437586000771262 seconds: rm tests/integration/none.bats; echo ZG_6B-$?-[0m
[32m[2024-05-28T12:43:18.529014Z] [debug] [pid:45741] >>> testapi::wait_serial: rm tests/integration/none.bats; echo ZG_6B-$?-: ok[0m
[2024-05-28T12:43:18.529597Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="lWDbwzyL", text="\n", cmd="backend_type_string")
[2024-05-28T12:43:18.530018Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.530257Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=30, regexp=qr/ZG_6B-\d+-/u)
[2024-05-28T12:43:18.531008Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", json_cmd_token="RouebNZP", pattern="(?^u:ZG_6B-\\d+-)", buffer_size=undef, regexp="(?^u:ZG_6B-\\d+-)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:18.532166Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00134814700140851 seconds: ZG_6B-1-[0m
[32m[2024-05-28T12:43:18.532447Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ZG_6B-\d+-): ok[0m
[2024-05-28T12:43:18.532561Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.532671Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm tests/integration/update.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:43:18.532771Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.532888Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="\$ ", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:43:18.533253Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="AYPxyNzX", pattern=[
    "\$ "
  ], buffer_size=undef, regexp="\$ ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:18.533332Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017844200192485 seconds: $ [0m
[32m[2024-05-28T12:43:18.533592Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:18.533857Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm tests/integration/update.bats", cmd="backend_type_string", json_cmd_token="aQAwtOTH")
[2024-05-28T12:43:18.534194Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo JjAyO-\$?-", json_cmd_token="vpObEXup")
[2024-05-28T12:43:18.534377Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.534514Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=160, record_output=undef, regexp="rm tests/integration/update.bats; echo JjAyO-\$?-", no_regex=1, timeout=90)
[2024-05-28T12:43:18.534849Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=160, pattern=[
    "rm tests/integration/update.bats; echo JjAyO-\$?-"
  ], json_cmd_token="ZKcEzDdw", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="rm tests/integration/update.bats; echo JjAyO-\$?-", no_regex=1)
[33m[2024-05-28T12:43:18.534925Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166963000083342 seconds: rm tests/integration/update.bats; echo JjAyO-$?-[0m
[32m[2024-05-28T12:43:18.535155Z] [debug] [pid:45741] >>> testapi::wait_serial: rm tests/integration/update.bats; echo JjAyO-$?-: ok[0m
[2024-05-28T12:43:18.535397Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="wASbWZOt", text="\n", cmd="backend_type_string")
[2024-05-28T12:43:18.535577Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:43:18.535693Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/JjAyO-\d+-/u, record_output=undef, no_regex=0, timeout=30, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:43:18.536013Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=0, regexp="(?^u:JjAyO-\\d+-)", record_output=undef, pattern="(?^u:JjAyO-\\d+-)", buffer_size=undef, json_cmd_token="hoENaBWn", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T12:43:18.537721Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00179434299934655 seconds: JjAyO-0-[0m
[32m[2024-05-28T12:43:18.537958Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:JjAyO-\d+-): ok[0m
[2024-05-28T12:43:18.538051Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:43:18.538139Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo runc-user.tap .. > runc-user.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:43:18.538235Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:43:18.538352Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="\$ ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:43:18.538684Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="SWRsZtPR", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="\$ ", no_regex=1, record_output=undef)
[33m[2024-05-28T12:43:18.538757Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164832003065385 seconds: $ [0m
[32m[2024-05-28T12:43:18.539008Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:18.539268Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="bmoKaZmq", cmd="backend_type_string", text="echo runc-user.tap .. > runc-user.tap")
[2024-05-28T12:43:18.539595Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo 4Cjwv-\$?-", cmd="backend_type_string", json_cmd_token="XUUzWVOI")
[2024-05-28T12:43:18.539762Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:43:18.539877Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=165, regexp="echo runc-user.tap .. > runc-user.tap; echo 4Cjwv-\$?-", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T12:43:18.540210Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "echo runc-user.tap .. > runc-user.tap; echo 4Cjwv-\$?-"
  ], json_cmd_token="RxOXwROj", buffer_size=165, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="echo runc-user.tap .. > runc-user.tap; echo 4Cjwv-\$?-")
[33m[2024-05-28T12:43:18.540288Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166092999279499 seconds: echo runc-user.tap .. > runc-user.tap; echo 4Cjwv-$?-[0m
[32m[2024-05-28T12:43:18.540525Z] [debug] [pid:45741] >>> testapi::wait_serial: echo runc-user.tap .. > runc-user.tap; echo 4Cjwv-$?-: ok[0m
[2024-05-28T12:43:18.540761Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AxsQQbOf", text="\n", cmd="backend_type_string")
[2024-05-28T12:43:18.540940Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:43:18.541054Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/4Cjwv-\d+-/u, timeout=90)
[2024-05-28T12:43:18.541364Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:4Cjwv-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:4Cjwv-\\d+-)", json_cmd_token="ZUUEqOVT")
[33m[2024-05-28T12:43:18.541447Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165652003488503 seconds: 4Cjwv-0-[0m
[32m[2024-05-28T12:43:18.541668Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:4Cjwv-\d+-): ok[0m
[2024-05-28T12:43:18.541761Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:43:18.541854Z] [debug] [pid:45741] <<< testapi::script_run(cmd="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-user.tap", timeout=1200, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:43:18.541936Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:43:18.542032Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=90, record_output=undef, no_regex=1, regexp="\$ ")
[2024-05-28T12:43:18.542356Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], buffer_size=undef, json_cmd_token="wkvJDcod", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="\$ ", no_regex=1, record_output=undef)
[33m[2024-05-28T12:43:18.542416Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000151861997437663 seconds: $ [0m
[32m[2024-05-28T12:43:18.542638Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:43:18.542881Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-user.tap", cmd="backend_type_string", json_cmd_token="GKfkRsWy")
[2024-05-28T12:43:18.543204Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="TlnDZIrD", text="; echo g0wcN-\$?-", cmd="backend_type_string")
[2024-05-28T12:43:18.543368Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:43:18.543483Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-user.tap; echo g0wcN-\$?-", expect_not_found=0, quiet=undef, buffer_size=217)
[2024-05-28T12:43:18.543812Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=217, pattern=[
    "RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-user.tap; echo g0wcN-\$?-"
  ], json_cmd_token="tblrLups", record_output=undef, regexp="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-user.tap; echo g0wcN-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:43:18.543888Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172122003277764 seconds: RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-user.tap; echo g0wcN-$?-[0m
[32m[2024-05-28T12:43:18.544132Z] [debug] [pid:45741] >>> testapi::wait_serial: RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-user.tap; echo g0wcN-$?-: ok[0m
[2024-05-28T12:43:18.544375Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="WpWrvOUp")
[2024-05-28T12:43:18.544553Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:43:18.544663Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/g0wcN-\d+-/u, record_output=undef, timeout=1200, no_regex=0, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:43:18.544978Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:g0wcN-\\d+-)", json_cmd_token="VFqHvWGX", timeout=1200, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:g0wcN-\\d+-)", no_regex=0)
[33m[2024-05-28T12:44:53.487641Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 487 loops & 94.9425736389967 seconds: g0wcN-0-[0m
[32m[2024-05-28T12:44:53.488778Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:g0wcN-\d+-): ok[0m
[2024-05-28T12:44:53.489027Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:44:53.489192Z] [debug] [pid:45741] <<< testapi::upload_logs(file="runc-user.tap", failok=0, timeout=90)
[2024-05-28T12:44:53.489431Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:44:53.489578Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@runc-user.tap --form upname=runc_integration-runc-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-user.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:44:53.489729Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:44:53.489900Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp="\$ ", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:44:53.490857Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="\$ ", buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="WcbqwbZX", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:44:53.491038Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000421625998569652 seconds: $ [0m
[32m[2024-05-28T12:44:53.491584Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:44:53.492255Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="iSttbpxO", cmd="backend_type_string", text="curl --form upload=\@runc-user.tap --form upname=runc_integration-runc-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-user.tap")
[2024-05-28T12:44:53.493169Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo RAfuS-\$?-", cmd="backend_type_string", json_cmd_token="OqayXzli")
[2024-05-28T12:44:53.493592Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:44:53.493816Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=269, quiet=undef, expect_not_found=0, regexp="curl --form upload=\@runc-user.tap --form upname=runc_integration-runc-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-user.tap; echo RAfuS-\$?-", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T12:44:53.494572Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "curl --form upload=\@runc-user.tap --form upname=runc_integration-runc-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-user.tap; echo RAfuS-\$?-"
  ], json_cmd_token="apgpaKgc", buffer_size=269, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="curl --form upload=\@runc-user.tap --form upname=runc_integration-runc-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-user.tap; echo RAfuS-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:44:53.494765Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000398454998503439 seconds: curl --form upload=@runc-user.tap --form upname=runc_integration-runc-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-user.tap; echo RAfuS-$?-[0m
[32m[2024-05-28T12:44:53.495265Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@runc-user.tap --form upname=runc_integration-runc-user.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-user.tap; echo RAfuS-$?-: ok[0m
[2024-05-28T12:44:53.495830Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="gkHnGjAM")
[2024-05-28T12:44:53.496243Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:44:53.496423Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=90, regexp=qr/RAfuS-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:44:53.496793Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:RAfuS-\\d+-)", no_regex=0, pattern="(?^u:RAfuS-\\d+-)", buffer_size=undef, json_cmd_token="esyKWAgm", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:44:53.508579Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0118396400066558 seconds: RAfuS-0-[0m
[32m[2024-05-28T12:44:53.508938Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:RAfuS-\d+-): ok[0m
[2024-05-28T12:44:53.529722Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:44:53.529818Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf tests/integration", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:44:53.529905Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:44:53.530006Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="\$ ", record_output=undef, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:44:53.530533Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="\$ ", no_regex=1, buffer_size=undef, pattern=[
    "\$ "
  ], json_cmd_token="gDfaoMmp", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:44:53.530651Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242412999796215 seconds: $ [0m
[32m[2024-05-28T12:44:53.530968Z] [debug] [pid:45741] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T12:44:53.531387Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -rf tests/integration", json_cmd_token="NQksiYJk")
[2024-05-28T12:44:53.531868Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo ORiPV-\$?-", cmd="backend_type_string", json_cmd_token="ZNxvSfkC")
[2024-05-28T12:44:53.532133Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:44:53.532255Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=152, no_regex=1, timeout=90, regexp="rm -rf tests/integration; echo ORiPV-\$?-", record_output=undef)
[2024-05-28T12:44:53.532719Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=152, pattern=[
    "rm -rf tests/integration; echo ORiPV-\$?-"
  ], json_cmd_token="GGPKXrMX", regexp="rm -rf tests/integration; echo ORiPV-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:44:53.532820Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228862998483237 seconds: rm -rf tests/integration; echo ORiPV-$?-[0m
[32m[2024-05-28T12:44:53.533123Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf tests/integration; echo ORiPV-$?-: ok[0m
[2024-05-28T12:44:53.533464Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="NgJSbfKZ", cmd="backend_type_string", text="\n")
[2024-05-28T12:44:53.533666Z] [debug] [pid:45741] tests/containers/runc_integration.pm:72 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:44:53.533778Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, timeout=90, regexp=qr/ORiPV-\d+-/u, no_regex=0)
[2024-05-28T12:44:53.534141Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="(?^u:ORiPV-\\d+-)", json_cmd_token="ZROisqtg", regexp="(?^u:ORiPV-\\d+-)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:44:53.545573Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0114671460032696 seconds: ORiPV-0-[0m
[32m[2024-05-28T12:44:53.546131Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ORiPV-\d+-): ok[0m
[2024-05-28T12:44:53.546294Z] [debug] [pid:45741] tests/containers/runc_integration.pm:74 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T12:44:53.546382Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T12:44:53.547304Z] [debug] [pid:45741] tests/containers/runc_integration.pm:75 called testapi::assert_script_run
[2024-05-28T12:44:53.547449Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/runc-1.2.0-rc.1/", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:44:53.548223Z] [debug] [pid:45741] tests/containers/runc_integration.pm:75 called testapi::assert_script_run
[2024-05-28T12:44:53.548409Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:44:53.548999Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef, pattern=[
    "# "
  ], json_cmd_token="bTcqvaIl", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:44:53.549166Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000337654993927572 seconds: # [0m
[32m[2024-05-28T12:44:53.549547Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:44:53.549960Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="LpbmQuqL", text="cd /var/tmp/runc-1.2.0-rc.1/", cmd="backend_type_string")
[2024-05-28T12:44:53.550499Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo YBDGe-\$?-", cmd="backend_type_string", json_cmd_token="MmzuNUhz")
[2024-05-28T12:44:53.550762Z] [debug] [pid:45741] tests/containers/runc_integration.pm:75 called testapi::assert_script_run
[2024-05-28T12:44:53.550955Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-\$?-", no_regex=1, timeout=90, quiet=undef, buffer_size=156, expect_not_found=0)
[2024-05-28T12:44:53.551487Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-\$?-"
  ], json_cmd_token="rCQiIvkd", buffer_size=156, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:44:53.551618Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285254005575553 seconds: cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-$?-[0m
[32m[2024-05-28T12:44:53.552016Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-$?-: ok[0m
[2024-05-28T12:44:53.552415Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="RiFHxsdV")
[2024-05-28T12:44:53.552702Z] [debug] [pid:45741] tests/containers/runc_integration.pm:75 called testapi::assert_script_run
[2024-05-28T12:44:53.552894Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/YBDGe-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:44:53.553394Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:YBDGe-\\d+-)", no_regex=0, pattern="(?^u:YBDGe-\\d+-)", buffer_size=undef, json_cmd_token="fFTmlceb", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:44:53.553545Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282763001450803 seconds: YBDGe-0-[0m
[32m[2024-05-28T12:44:53.553941Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:YBDGe-\d+-): ok[0m
[2024-05-28T12:44:53.554112Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:44:53.554254Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r tests/integration.orig tests/integration", quiet=undef, fail_message="", timeout=90)
[2024-05-28T12:44:53.554389Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:44:53.554552Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="# ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:44:53.555099Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SlRCHTbe", no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:44:53.555203Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00025978300254792 seconds: # [0m
[32m[2024-05-28T12:44:53.555574Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:44:53.555843Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="LavKuzeB", cmd="backend_type_string", text="cp -r tests/integration.orig tests/integration")
[2024-05-28T12:44:53.556290Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="OVNkBeFa", cmd="backend_type_string", text="; echo vXvoJ-\$?-")
[2024-05-28T12:44:53.556507Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:44:53.556677Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="cp -r tests/integration.orig tests/integration; echo vXvoJ-\$?-", no_regex=1, quiet=undef, buffer_size=174, expect_not_found=0)
[2024-05-28T12:44:53.557007Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "cp -r tests/integration.orig tests/integration; echo vXvoJ-\$?-"
  ], buffer_size=174, json_cmd_token="iBNameuE", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="cp -r tests/integration.orig tests/integration; echo vXvoJ-\$?-")
[33m[2024-05-28T12:44:53.557084Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165233002917375 seconds: cp -r tests/integration.orig tests/integration; echo vXvoJ-$?-[0m
[32m[2024-05-28T12:44:53.557333Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r tests/integration.orig tests/integration; echo vXvoJ-$?-: ok[0m
[2024-05-28T12:44:53.557566Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="OAIzrReH", cmd="backend_type_string", text="\n")
[2024-05-28T12:44:53.557743Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:44:53.557856Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, timeout=90, no_regex=0, record_output=undef, regexp=qr/vXvoJ-\d+-/u)
[2024-05-28T12:44:53.558159Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:vXvoJ-\\d+-)", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="uCKUtgGN", pattern="(?^u:vXvoJ-\\d+-)", buffer_size=undef)
[33m[2024-05-28T12:44:53.562777Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00467860999924596 seconds: vXvoJ-0-[0m
[32m[2024-05-28T12:44:53.563228Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:vXvoJ-\d+-): ok[0m
[2024-05-28T12:44:53.563428Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.563547Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm tests/integration/none.bats", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T12:44:53.563653Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.563775Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="# ", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T12:44:53.564152Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="yyhKVzqk", buffer_size=undef, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:44:53.564257Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022149299911689 seconds: # [0m
[32m[2024-05-28T12:44:53.564569Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:44:53.564840Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jKOoTuQS", text="rm tests/integration/none.bats", cmd="backend_type_string")
[2024-05-28T12:44:53.565247Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ZG_6B-\$?-", json_cmd_token="noWmHGdW")
[2024-05-28T12:44:53.565650Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.565907Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=158, quiet=undef, expect_not_found=0, regexp="rm tests/integration/none.bats; echo ZG_6B-\$?-", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:44:53.566655Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="rm tests/integration/none.bats; echo ZG_6B-\$?-", record_output=undef, no_regex=1, pattern=[
    "rm tests/integration/none.bats; echo ZG_6B-\$?-"
  ], json_cmd_token="YVdGREvZ", buffer_size=158, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:44:53.566838Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000392155001463834 seconds: rm tests/integration/none.bats; echo ZG_6B-$?-[0m
[32m[2024-05-28T12:44:53.567365Z] [debug] [pid:45741] >>> testapi::wait_serial: rm tests/integration/none.bats; echo ZG_6B-$?-: ok[0m
[2024-05-28T12:44:53.567893Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="WOObMDKp", text="\n", cmd="backend_type_string")
[2024-05-28T12:44:53.568295Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.568569Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/ZG_6B-\d+-/u, timeout=30, record_output=undef, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:44:53.569200Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:ZG_6B-\\d+-)", buffer_size=undef, json_cmd_token="YcLJCFel", cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, regexp="(?^u:ZG_6B-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T12:44:53.570232Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0011688949962263 seconds: ZG_6B-1-[0m
[32m[2024-05-28T12:44:53.570704Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ZG_6B-\d+-): ok[0m
[2024-05-28T12:44:53.570897Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.571085Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm tests/integration/none.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:44:53.571252Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.571446Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, no_regex=1)
[2024-05-28T12:44:53.572085Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="lOdCcQKU", no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:44:53.572241Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000345904001733288 seconds: # [0m
[32m[2024-05-28T12:44:53.572524Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:44:53.572852Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm tests/integration/none.bats", cmd="backend_type_string", json_cmd_token="EVVzLhCW")
[2024-05-28T12:44:53.573296Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo ZG_6B-\$?-", cmd="backend_type_string", json_cmd_token="holfUZEc")
[2024-05-28T12:44:53.573505Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.573630Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=158, record_output=undef, timeout=90, no_regex=1, regexp="rm tests/integration/none.bats; echo ZG_6B-\$?-")
[2024-05-28T12:44:53.574061Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="rm tests/integration/none.bats; echo ZG_6B-\$?-", record_output=undef, no_regex=1, pattern=[
    "rm tests/integration/none.bats; echo ZG_6B-\$?-"
  ], buffer_size=158, json_cmd_token="RwCyknjY", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:44:53.574169Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237692998780403 seconds: rm tests/integration/none.bats; echo ZG_6B-$?-[0m
[32m[2024-05-28T12:44:53.574422Z] [debug] [pid:45741] >>> testapi::wait_serial: rm tests/integration/none.bats; echo ZG_6B-$?-: ok[0m
[2024-05-28T12:44:53.574759Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="MDjjLVmc")
[2024-05-28T12:44:53.574950Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:31 called testapi::script_run
[2024-05-28T12:44:53.575069Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/ZG_6B-\d+-/u, no_regex=0, timeout=30, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:44:53.575448Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, json_cmd_token="qRZGwMBj", pattern="(?^u:ZG_6B-\\d+-)", buffer_size=undef, record_output=undef, no_regex=0, regexp="(?^u:ZG_6B-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:44:53.576191Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.000836170998809393 seconds: ZG_6B-1-[0m
[32m[2024-05-28T12:44:53.576430Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ZG_6B-\d+-): ok[0m
[2024-05-28T12:44:53.576516Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:44:53.576597Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo runc-root.tap .. > runc-root.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:44:53.576677Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:44:53.576773Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="# ")
[2024-05-28T12:44:53.577120Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="MlNttkvd", pattern=[
    "# "
  ], buffer_size=undef, no_regex=1, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:44:53.577196Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172161999216769 seconds: # [0m
[32m[2024-05-28T12:44:53.577473Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:44:53.577725Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="lDOqYAZM", cmd="backend_type_string", text="echo runc-root.tap .. > runc-root.tap")
[2024-05-28T12:44:53.578059Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Lygxa-\$?-", json_cmd_token="TxnkuYzi")
[2024-05-28T12:44:53.578240Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:44:53.578361Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="echo runc-root.tap .. > runc-root.tap; echo Lygxa-\$?-", expect_not_found=0, buffer_size=165, quiet=undef)
[2024-05-28T12:44:53.578681Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="echo runc-root.tap .. > runc-root.tap; echo Lygxa-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "echo runc-root.tap .. > runc-root.tap; echo Lygxa-\$?-"
  ], json_cmd_token="egUkAwRy", buffer_size=165)
[33m[2024-05-28T12:44:53.578757Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165262004884426 seconds: echo runc-root.tap .. > runc-root.tap; echo Lygxa-$?-[0m
[32m[2024-05-28T12:44:53.578989Z] [debug] [pid:45741] >>> testapi::wait_serial: echo runc-root.tap .. > runc-root.tap; echo Lygxa-$?-: ok[0m
[2024-05-28T12:44:53.579228Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="MKRwFgkO", cmd="backend_type_string", text="\n")
[2024-05-28T12:44:53.579404Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:33 called testapi::assert_script_run
[2024-05-28T12:44:53.579518Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, regexp=qr/Lygxa-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:44:53.579821Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:Lygxa-\\d+-)", buffer_size=undef, json_cmd_token="qbnbRfYe", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:Lygxa-\\d+-)", no_regex=0)
[33m[2024-05-28T12:44:53.579905Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162151998665649 seconds: Lygxa-0-[0m
[32m[2024-05-28T12:44:53.580146Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Lygxa-\d+-): ok[0m
[2024-05-28T12:44:53.580239Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:44:53.580331Z] [debug] [pid:45741] <<< testapi::script_run(cmd="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap", timeout=1200, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:44:53.580410Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:44:53.580505Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, timeout=90, record_output=undef, regexp="# ")
[2024-05-28T12:44:53.580837Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="pmOwgZeC", buffer_size=undef)
[33m[2024-05-28T12:44:53.580899Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148931998410262 seconds: # [0m
[32m[2024-05-28T12:44:53.581124Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:44:53.581367Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap", json_cmd_token="bGoPDDId")
[2024-05-28T12:44:53.581686Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo tGF0U-\$?-", cmd="backend_type_string", json_cmd_token="DbgafdeF")
[2024-05-28T12:44:53.581874Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:44:53.581996Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=217, expect_not_found=0, timeout=90, record_output=undef, no_regex=1, regexp="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap; echo tGF0U-\$?-")
[2024-05-28T12:44:53.582330Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap; echo tGF0U-\$?-"
  ], json_cmd_token="iuUlZily", buffer_size=217, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap; echo tGF0U-\$?-", no_regex=1)
[33m[2024-05-28T12:44:53.582409Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173741995240562 seconds: RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap; echo tGF0U-$?-[0m
[32m[2024-05-28T12:44:53.582663Z] [debug] [pid:45741] >>> testapi::wait_serial: RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap; echo tGF0U-$?-: ok[0m
[2024-05-28T12:44:53.582943Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="SsFWhOmA")
[2024-05-28T12:44:53.583126Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:34 called testapi::script_run
[2024-05-28T12:44:53.583238Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/tGF0U-\d+-/u, record_output=undef, timeout=1200, no_regex=0)
[2024-05-28T12:44:53.583543Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=1200, cmd="backend_wait_serial", json_cmd_token="zejoaMAc", pattern="(?^u:tGF0U-\\d+-)", buffer_size=undef, regexp="(?^u:tGF0U-\\d+-)", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:24.972947Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 479 loops & 211.389372128004 seconds: tGF0U-0-[0m
[32m[2024-05-28T12:48:24.973753Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:tGF0U-\d+-): ok[0m
[2024-05-28T12:48:24.973919Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:48:24.974021Z] [debug] [pid:45741] <<< testapi::upload_logs(file="runc-root.tap", failok=0, timeout=90)
[2024-05-28T12:48:24.974188Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:48:24.974292Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:48:24.974400Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:48:24.974521Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="# ", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:24.975079Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="ZUbtlYEu", pattern=[
    "# "
  ], buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:24.975179Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264973001321778 seconds: # [0m
[32m[2024-05-28T12:48:24.975502Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:24.975813Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="JKKUjgDt", cmd="backend_type_string", text="curl --form upload=\@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap")
[2024-05-28T12:48:24.976233Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo 5ACYI-\$?-", cmd="backend_type_string", json_cmd_token="bkjGzGHs")
[2024-05-28T12:48:24.976449Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:48:24.976603Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=269, no_regex=1, record_output=undef, timeout=90, regexp="curl --form upload=\@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap; echo 5ACYI-\$?-")
[2024-05-28T12:48:24.976994Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="upZAlvUR", pattern=[
    "curl --form upload=\@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap; echo 5ACYI-\$?-"
  ], buffer_size=269, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="curl --form upload=\@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap; echo 5ACYI-\$?-")
[33m[2024-05-28T12:48:24.977102Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000225872994633391 seconds: curl --form upload=@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap; echo 5ACYI-$?-[0m
[32m[2024-05-28T12:48:24.977367Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap; echo 5ACYI-$?-: ok[0m
[2024-05-28T12:48:24.977630Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="zPZZjjiI", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:24.977847Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T12:48:24.977986Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp=qr/5ACYI-\d+-/u, no_regex=0, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:24.978387Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:5ACYI-\\d+-)", buffer_size=undef, json_cmd_token="wWUjHCdP", record_output=undef, regexp="(?^u:5ACYI-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:24.986981Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00866694000433199 seconds: 5ACYI-0-[0m
[32m[2024-05-28T12:48:24.987324Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:5ACYI-\d+-): ok[0m
[2024-05-28T12:48:25.009857Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:48:25.009954Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf tests/integration", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:48:25.010043Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:48:25.010144Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="# ", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T12:48:25.010643Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="loSPIsWJ", no_regex=1, record_output=undef, regexp="# ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:25.010763Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000258403000771068 seconds: # [0m
[32m[2024-05-28T12:48:25.011031Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:25.011380Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jxIKrtQr", text="rm -rf tests/integration", cmd="backend_type_string")
[2024-05-28T12:48:25.011820Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo ORiPV-\$?-", cmd="backend_type_string", json_cmd_token="trUBlwOw")
[2024-05-28T12:48:25.012039Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:48:25.012158Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="rm -rf tests/integration; echo ORiPV-\$?-", timeout=90, no_regex=1, buffer_size=152, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:25.012544Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="rm -rf tests/integration; echo ORiPV-\$?-", record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "rm -rf tests/integration; echo ORiPV-\$?-"
  ], json_cmd_token="bPlKeWEW", buffer_size=152)
[33m[2024-05-28T12:48:25.012645Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215883002965711 seconds: rm -rf tests/integration; echo ORiPV-$?-[0m
[32m[2024-05-28T12:48:25.012882Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf tests/integration; echo ORiPV-$?-: ok[0m
[2024-05-28T12:48:25.013155Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="aoPdpkpk", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:25.013368Z] [debug] [pid:45741] tests/containers/runc_integration.pm:77 called runc_integration::run_tests -> tests/containers/runc_integration.pm:36 called testapi::assert_script_run
[2024-05-28T12:48:25.013479Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/ORiPV-\d+-/u, record_output=undef, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:25.013896Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^u:ORiPV-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^u:ORiPV-\\d+-)", json_cmd_token="keAFCNxG", buffer_size=undef)
[33m[2024-05-28T12:48:25.022563Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00873539100575726 seconds: ORiPV-0-[0m
[32m[2024-05-28T12:48:25.023111Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ORiPV-\d+-): ok[0m
[2024-05-28T12:48:25.023243Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:81 called testapi::assert_script_run
[2024-05-28T12:48:25.023339Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd ~", timeout=90, fail_message="", quiet=undef)
[2024-05-28T12:48:25.023435Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:81 called testapi::assert_script_run
[2024-05-28T12:48:25.023552Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, regexp="# ", timeout=90, no_regex=1)
[2024-05-28T12:48:25.023923Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", record_output=undef, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="tNzlcmIO", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:25.024020Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194953005120624 seconds: # [0m
[32m[2024-05-28T12:48:25.024290Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:25.024555Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yEulkAKk", text="cd ~", cmd="backend_type_string")
[2024-05-28T12:48:25.024935Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo qL7Vy-\$?-", cmd="backend_type_string", json_cmd_token="dKRZDfIP")
[2024-05-28T12:48:25.025136Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:81 called testapi::assert_script_run
[2024-05-28T12:48:25.025269Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="cd ~; echo qL7Vy-\$?-", no_regex=1, timeout=90, buffer_size=132, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:25.025630Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "cd ~; echo qL7Vy-\$?-"
  ], buffer_size=132, json_cmd_token="MsjfdfCl", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, regexp="cd ~; echo qL7Vy-\$?-", record_output=undef)
[33m[2024-05-28T12:48:25.025719Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196903005416971 seconds: cd ~; echo qL7Vy-$?-[0m
[32m[2024-05-28T12:48:25.025964Z] [debug] [pid:45741] >>> testapi::wait_serial: cd ~; echo qL7Vy-$?-: ok[0m
[2024-05-28T12:48:25.026232Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="gtWzlKYU")
[2024-05-28T12:48:25.026438Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:81 called testapi::assert_script_run
[2024-05-28T12:48:25.026569Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/qL7Vy-\d+-/u, no_regex=0, record_output=undef, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:25.026914Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="(?^u:qL7Vy-\\d+-)", json_cmd_token="gqPZukNx", buffer_size=undef, no_regex=0, record_output=undef, regexp="(?^u:qL7Vy-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:25.027013Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020012199820485 seconds: qL7Vy-0-[0m
[32m[2024-05-28T12:48:25.027258Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:qL7Vy-\d+-): ok[0m
[2024-05-28T12:48:25.027370Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:82 called testapi::script_run
[2024-05-28T12:48:25.027478Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm -rf /var/tmp/runc-1.2.0-rc.1/", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:48:25.027574Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:82 called testapi::script_run
[2024-05-28T12:48:25.027690Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90)
[2024-05-28T12:48:25.028045Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="qEViMQXf", pattern=[
    "# "
  ], buffer_size=undef, regexp="# ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:25.028118Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000189332997251768 seconds: # [0m
[32m[2024-05-28T12:48:25.028368Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:25.028625Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="qNqZCPfF", text="rm -rf /var/tmp/runc-1.2.0-rc.1/", cmd="backend_type_string")
[2024-05-28T12:48:25.028996Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XfjdiESZ", text="; echo Z0xyX-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:25.029170Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:82 called testapi::script_run
[2024-05-28T12:48:25.029280Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=160, quiet=undef, timeout=90, regexp="rm -rf /var/tmp/runc-1.2.0-rc.1/; echo Z0xyX-\$?-", no_regex=1, record_output=undef)
[2024-05-28T12:48:25.029638Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "rm -rf /var/tmp/runc-1.2.0-rc.1/; echo Z0xyX-\$?-"
  ], buffer_size=160, json_cmd_token="sShqUjjD", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="rm -rf /var/tmp/runc-1.2.0-rc.1/; echo Z0xyX-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:25.029729Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198913003259804 seconds: rm -rf /var/tmp/runc-1.2.0-rc.1/; echo Z0xyX-$?-[0m
[32m[2024-05-28T12:48:25.029948Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf /var/tmp/runc-1.2.0-rc.1/; echo Z0xyX-$?-: ok[0m
[2024-05-28T12:48:25.030193Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="GOCbEyat")
[2024-05-28T12:48:25.030378Z] [debug] [pid:45741] tests/containers/runc_integration.pm:93 called runc_integration::cleanup -> tests/containers/runc_integration.pm:82 called testapi::script_run
[2024-05-28T12:48:25.030486Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, no_regex=0, regexp=qr/Z0xyX-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:25.030866Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=0, regexp="(?^u:Z0xyX-\\d+-)", record_output=undef, json_cmd_token="OprUkCIF", pattern="(?^u:Z0xyX-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T12:48:25.088806Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0580136999997194 seconds: Z0xyX-0-[0m
[32m[2024-05-28T12:48:25.089145Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Z0xyX-\d+-): ok[0m
[1;34m[2024-05-28T12:48:25.093330Z] [debug] [pid:45741] ||| finished runc_integration containers (runtime: 350 s)[0m
[1;34m[2024-05-28T12:48:25.094344Z] [debug] [pid:45741] ||| starting netavark_integration tests/containers/netavark_integration.pm[0m
[2024-05-28T12:48:25.094900Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:37 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T12:48:25.094969Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T12:48:25.095477Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:25.095591Z] [debug] [pid:45741] <<< testapi::script_run(cmd="which bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:48:25.095691Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:25.095810Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:25.096197Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", record_output=undef, json_cmd_token="lrOrcFvM", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:25.096286Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198592999367975 seconds: # [0m
[32m[2024-05-28T12:48:25.096593Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:25.096891Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="which bats", cmd="backend_type_string", json_cmd_token="EIzHiGOM")
[2024-05-28T12:48:25.097376Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="WHwSNfFv", cmd="backend_type_string", text="; echo d3J0P-\$?-")
[2024-05-28T12:48:25.097598Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:25.097738Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="which bats; echo d3J0P-\$?-", timeout=90, no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=138)
[2024-05-28T12:48:25.098163Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=138, pattern=[
    "which bats; echo d3J0P-\$?-"
  ], json_cmd_token="YrBLsyci", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="which bats; echo d3J0P-\$?-", no_regex=1)
[33m[2024-05-28T12:48:25.098270Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222492999455426 seconds: which bats; echo d3J0P-$?-[0m
[32m[2024-05-28T12:48:25.098520Z] [debug] [pid:45741] >>> testapi::wait_serial: which bats; echo d3J0P-$?-: ok[0m
[2024-05-28T12:48:25.098859Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="FrBrPZmG")
[2024-05-28T12:48:25.099077Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:25.099200Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp=qr/d3J0P-\d+-/u, timeout=30, no_regex=0)
[2024-05-28T12:48:25.099695Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=0, regexp="(?^u:d3J0P-\\d+-)", record_output=undef, json_cmd_token="kllhqwfY", pattern="(?^u:d3J0P-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T12:48:25.100509Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000916621997021139 seconds: d3J0P-0-[0m
[32m[2024-05-28T12:48:25.100793Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:d3J0P-\d+-): ok[0m
[2024-05-28T12:48:25.100906Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:25.100999Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:48:25.101080Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:25.101178Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="# ", timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:25.101580Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="rTmxUzAQ")
[33m[2024-05-28T12:48:25.101676Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220513000385836 seconds: # [0m
[32m[2024-05-28T12:48:25.101910Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:25.102186Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat", json_cmd_token="fMUIZUie")
[2024-05-28T12:48:25.102629Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo nEgBE-\$?-", json_cmd_token="mYfCJgxa")
[2024-05-28T12:48:25.102858Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:25.102971Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=206, expect_not_found=0, record_output=undef, regexp="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat; echo nEgBE-\$?-", timeout=90, no_regex=1)
[2024-05-28T12:48:25.103362Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat; echo nEgBE-\$?-", buffer_size=206, pattern=[
    "rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat; echo nEgBE-\$?-"
  ], json_cmd_token="xWdOVNus", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:25.103462Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211222002690192 seconds: rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat; echo nEgBE-$?-[0m
[32m[2024-05-28T12:48:25.103708Z] [debug] [pid:45741] >>> testapi::wait_serial: rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat; echo nEgBE-$?-: ok[0m
[2024-05-28T12:48:25.103972Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="wUUAKhSa")
[2024-05-28T12:48:25.104182Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:25.104293Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=30, regexp=qr/nEgBE-\d+-/u)
[2024-05-28T12:48:25.104711Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, buffer_size=undef, pattern="(?^u:nEgBE-\\d+-)", json_cmd_token="qvpeeKIz", record_output=undef, regexp="(?^u:nEgBE-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:25.112398Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 19 loops & 0.00778053899557563 seconds: nEgBE-3-[0m
[32m[2024-05-28T12:48:25.112697Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:nEgBE-\d+-): ok[0m
[2024-05-28T12:48:25.112859Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:25.112971Z] [debug] [pid:45741] <<< testapi::script_run(cmd="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} )", timeout=700, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:48:25.113069Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:25.113187Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, timeout=90, record_output=undef, regexp="# ")
[2024-05-28T12:48:25.113578Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="IdOCITAk", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T12:48:25.113664Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019802300084848 seconds: # [0m
[32m[2024-05-28T12:48:25.113930Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:25.114273Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string", json_cmd_token="TyhtioTZ")
[2024-05-28T12:48:25.114898Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo r0sjM-\$?-", cmd="backend_type_string", json_cmd_token="kzYQCXbk")
[2024-05-28T12:48:25.115203Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:25.115341Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} ); echo r0sjM-\$?-", timeout=90, expect_not_found=0, buffer_size=245, quiet=undef)
[2024-05-28T12:48:25.115730Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} ); echo r0sjM-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="thHzLcDh", pattern=[
    "zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} ); echo r0sjM-\$?-"
  ], buffer_size=245)
[33m[2024-05-28T12:48:25.115831Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000214291998418048 seconds: zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit ${PIPESTATUS[0]} ); echo r0sjM-$?-[0m
[32m[2024-05-28T12:48:25.116107Z] [debug] [pid:45741] >>> testapi::wait_serial: zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit ${PIPESTATUS[0]} ); echo r0sjM-$?-: ok[0m
[2024-05-28T12:48:25.116391Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="aAsmYkiN")
[2024-05-28T12:48:25.116632Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:25.116766Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp=qr/r0sjM-\d+-/u, no_regex=0, record_output=undef, timeout=700)
[2024-05-28T12:48:25.117201Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=700, cmd="backend_wait_serial", pattern="(?^u:r0sjM-\\d+-)", json_cmd_token="vCVwhDxT", buffer_size=undef, record_output=undef, regexp="(?^u:r0sjM-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:30.662439Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 80 loops & 5.54518447200098 seconds: r0sjM-0-[0m
[32m[2024-05-28T12:48:30.663585Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:r0sjM-\d+-): ok[0m
[2024-05-28T12:48:30.663937Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:53 called testapi::assert_script_run
[2024-05-28T12:48:30.664177Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp /usr/bin/ncat /usr/local/bin/nc", timeout=90, fail_message="", quiet=undef)
[2024-05-28T12:48:30.664372Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:53 called testapi::assert_script_run
[2024-05-28T12:48:30.664590Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=1, timeout=90, record_output=undef, regexp="# ")
[2024-05-28T12:48:30.665684Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="breMuOeZ", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:30.665877Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000466115998278838 seconds: # [0m
[32m[2024-05-28T12:48:30.666567Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.667336Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="FeTsHbRx", cmd="backend_type_string", text="cp /usr/bin/ncat /usr/local/bin/nc")
[2024-05-28T12:48:30.668514Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo 0XXxU-\$?-", cmd="backend_type_string", json_cmd_token="DUfekQeI")
[2024-05-28T12:48:30.669085Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:53 called testapi::assert_script_run
[2024-05-28T12:48:30.669355Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="cp /usr/bin/ncat /usr/local/bin/nc; echo 0XXxU-\$?-", expect_not_found=0, buffer_size=162, quiet=undef)
[2024-05-28T12:48:30.670276Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="cp /usr/bin/ncat /usr/local/bin/nc; echo 0XXxU-\$?-", no_regex=1, json_cmd_token="AEqdcPwh", pattern=[
    "cp /usr/bin/ncat /usr/local/bin/nc; echo 0XXxU-\$?-"
  ], buffer_size=162, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:30.670459Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00039306500548264 seconds: cp /usr/bin/ncat /usr/local/bin/nc; echo 0XXxU-$?-[0m
[32m[2024-05-28T12:48:30.671123Z] [debug] [pid:45741] >>> testapi::wait_serial: cp /usr/bin/ncat /usr/local/bin/nc; echo 0XXxU-$?-: ok[0m
[2024-05-28T12:48:30.671587Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="MeNOcxUk")
[2024-05-28T12:48:30.671881Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:53 called testapi::assert_script_run
[2024-05-28T12:48:30.672048Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, record_output=undef, no_regex=0, regexp=qr/0XXxU-\d+-/u)
[2024-05-28T12:48:30.672520Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:0XXxU-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^u:0XXxU-\\d+-)", json_cmd_token="kXMAifKj", buffer_size=undef)
[33m[2024-05-28T12:48:30.674047Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00160988000425277 seconds: 0XXxU-0-[0m
[32m[2024-05-28T12:48:30.674507Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:0XXxU-\d+-): ok[0m
[2024-05-28T12:48:30.674711Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:30.674899Z] [debug] [pid:45741] <<< testapi::script_run(cmd="ls /sys/fs/cgroup/cgroup.controllers", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T12:48:30.675066Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:30.675263Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", no_regex=1, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:30.675698Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="DHzQGkyz", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T12:48:30.675786Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019095199968433 seconds: # [0m
[32m[2024-05-28T12:48:30.676084Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.676389Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="QpFmPAOW", text="ls /sys/fs/cgroup/cgroup.controllers", cmd="backend_type_string")
[2024-05-28T12:48:30.676734Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo kjwUb-\$?-", json_cmd_token="saXiViMS")
[2024-05-28T12:48:30.676904Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:30.677020Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", timeout=90, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=164)
[2024-05-28T12:48:30.677340Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-"
  ], json_cmd_token="qyZQSxSU", buffer_size=164)
[33m[2024-05-28T12:48:30.677424Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176251996890642 seconds: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-[0m
[32m[2024-05-28T12:48:30.677648Z] [debug] [pid:45741] >>> testapi::wait_serial: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-: ok[0m
[2024-05-28T12:48:30.677878Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZUatDeTL")
[2024-05-28T12:48:30.678046Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:30.678159Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/kjwUb-\d+-/u, record_output=undef, timeout=30, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:30.678458Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp="(?^u:kjwUb-\\d+-)", pattern="(?^u:kjwUb-\\d+-)", buffer_size=undef, json_cmd_token="QCQJWmmg", cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T12:48:30.680197Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00181623300159117 seconds: kjwUb-0-[0m
[32m[2024-05-28T12:48:30.680534Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:kjwUb-\d+-): ok[0m
[2024-05-28T12:48:30.680702Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.680846Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:48:30.681308Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XKCJZOfK")
[33m[2024-05-28T12:48:30.681394Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230113000725396 seconds: # [0m
[32m[2024-05-28T12:48:30.681631Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.681698Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.681748Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptJFI6k.sh :\n \"cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-\$?-\" \n")
[2024-05-28T12:48:30.682014Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yAdTDTNS", text="cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-\$?-\n", cmd="backend_type_string")
[2024-05-28T12:48:30.682210Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.682319Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-\$?-")
[2024-05-28T12:48:30.682682Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-\$?-"
  ], json_cmd_token="EHcsldcn", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T12:48:30.682781Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021118300355738 seconds: cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-$?-[0m
[32m[2024-05-28T12:48:30.683017Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-$?-: ok[0m
[2024-05-28T12:48:30.683093Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.683193Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="> ", no_regex=1, record_output=undef, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:30.683545Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="WrTVTlbQ", pattern=[
    "> "
  ], buffer_size=undef, record_output=undef, no_regex=1, regexp="> ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:30.683618Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000180262002686504 seconds: > [0m
[32m[2024-05-28T12:48:30.683850Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:48:30.684126Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rpm -ql netavark | grep podman/netavark\nEOT_JFI6k\n", cmd="backend_type_string", json_cmd_token="juAtHvad")
[2024-05-28T12:48:30.684305Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.684423Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="> EOT_JFI6k", timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:30.684773Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "> EOT_JFI6k"
  ], buffer_size=undef, json_cmd_token="CqZknHOw", regexp="> EOT_JFI6k", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:30.684870Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196111999684945 seconds: > EOT_JFI6k[0m
[32m[2024-05-28T12:48:30.685100Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_JFI6k: ok[0m
[2024-05-28T12:48:30.685175Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.685276Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp="JFI6k-0-", timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:30.685616Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=0, regexp="JFI6k-0-", json_cmd_token="XLOBtTSb", pattern="JFI6k-0-", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:30.686425Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000902981002582237 seconds: JFI6k-0-[0m
[32m[2024-05-28T12:48:30.686655Z] [debug] [pid:45741] >>> testapi::wait_serial: JFI6k-0-: ok[0m
[2024-05-28T12:48:30.686742Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.686856Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:30.687203Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="ScukxdwE", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef)
[33m[2024-05-28T12:48:30.687288Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190041995665524 seconds: # [0m
[32m[2024-05-28T12:48:30.687516Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.687781Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="SkPDwYyg", text="echo JFI6k; bash -oe pipefail /tmp/scriptJFI6k.sh ; echo SCRIPT_FINISHEDJFI6k-\$?-\n", cmd="backend_type_string")
[2024-05-28T12:48:30.687952Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.688081Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="echo JFI6k; bash -oe pipefail /tmp/scriptJFI6k.sh ; echo SCRIPT_FINISHEDJFI6k-\$?-", no_regex=1, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:30.688444Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "echo JFI6k; bash -oe pipefail /tmp/scriptJFI6k.sh ; echo SCRIPT_FINISHEDJFI6k-\$?-"
  ], json_cmd_token="oDYogSxb", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="echo JFI6k; bash -oe pipefail /tmp/scriptJFI6k.sh ; echo SCRIPT_FINISHEDJFI6k-\$?-")
[33m[2024-05-28T12:48:30.688535Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202162002096884 seconds: echo JFI6k; bash -oe pipefail /tmp/scriptJFI6k.sh ; echo SCRIPT_FINISHEDJFI6k-$?-[0m
[32m[2024-05-28T12:48:30.688764Z] [debug] [pid:45741] >>> testapi::wait_serial: echo JFI6k; bash -oe pipefail /tmp/scriptJFI6k.sh ; echo SCRIPT_FINISHEDJFI6k-$?-: ok[0m
[2024-05-28T12:48:30.688841Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:57 called testapi::script_output
[2024-05-28T12:48:30.688943Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=1, timeout=90, regexp="SCRIPT_FINISHEDJFI6k-\\d+-", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:30.689300Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDJFI6k-\\d+-", buffer_size=undef, pattern="SCRIPT_FINISHEDJFI6k-\\d+-", json_cmd_token="UedYCMAN", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:30.695932Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00672211499477271 seconds: SCRIPT_FINISHEDJFI6k-0-[0m
[32m[2024-05-28T12:48:30.696257Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDJFI6k-\d+-: ok[0m
[2024-05-28T12:48:30.696408Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.696536Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90)
[2024-05-28T12:48:30.696860Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="bLmAOtav", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:30.696934Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160502000653651 seconds: # [0m
[32m[2024-05-28T12:48:30.697182Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.697266Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.697326Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptJFNcb.sh :\n \"cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-\$?-\" \n")
[2024-05-28T12:48:30.697576Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-\$?-\n", json_cmd_token="maqFLYCz")
[2024-05-28T12:48:30.697758Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.697893Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, no_regex=1, regexp="cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-\$?-", record_output=undef)
[2024-05-28T12:48:30.698214Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-\$?-", record_output=undef, no_regex=1, buffer_size=undef, pattern=[
    "cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-\$?-"
  ], json_cmd_token="oxdnDOBD", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:30.698302Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171061998116784 seconds: cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-$?-[0m
[32m[2024-05-28T12:48:30.698553Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-$?-: ok[0m
[2024-05-28T12:48:30.698643Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.698765Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="> ", timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:30.699121Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], json_cmd_token="GTzkiuyW", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T12:48:30.699193Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000179401999048423 seconds: > [0m
[32m[2024-05-28T12:48:30.699535Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:48:30.699897Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="/usr/libexec/podman/netavark --version\nEOT_JFNcb\n", cmd="backend_type_string", json_cmd_token="AMvmvzCD")
[2024-05-28T12:48:30.700153Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.700310Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=90, no_regex=1, regexp="> EOT_JFNcb", record_output=undef)
[2024-05-28T12:48:30.700661Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "> EOT_JFNcb"
  ], buffer_size=undef, json_cmd_token="utkmvpBw", record_output=undef, regexp="> EOT_JFNcb", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:30.700749Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190102000487968 seconds: > EOT_JFNcb[0m
[32m[2024-05-28T12:48:30.700999Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_JFNcb: ok[0m
[2024-05-28T12:48:30.701089Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.701211Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="JFNcb-0-", record_output=undef, no_regex=0, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:30.701555Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="wyGpzGly", pattern="JFNcb-0-", buffer_size=undef, record_output=undef, regexp="JFNcb-0-", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:30.701659Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199702997633722 seconds: JFNcb-0-[0m
[32m[2024-05-28T12:48:30.701910Z] [debug] [pid:45741] >>> testapi::wait_serial: JFNcb-0-: ok[0m
[2024-05-28T12:48:30.702003Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.702126Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, no_regex=1, regexp="# ", timeout=90)
[2024-05-28T12:48:30.702476Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="zPpffdYO", record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:30.702560Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191152001207229 seconds: # [0m
[32m[2024-05-28T12:48:30.702808Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.703074Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="YreiVXHf", cmd="backend_type_string", text="echo JFNcb; bash -oe pipefail /tmp/scriptJFNcb.sh ; echo SCRIPT_FINISHEDJFNcb-\$?-\n")
[2024-05-28T12:48:30.703259Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.703395Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="echo JFNcb; bash -oe pipefail /tmp/scriptJFNcb.sh ; echo SCRIPT_FINISHEDJFNcb-\$?-", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:30.703754Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="kbuuzmGe", pattern=[
    "echo JFNcb; bash -oe pipefail /tmp/scriptJFNcb.sh ; echo SCRIPT_FINISHEDJFNcb-\$?-"
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo JFNcb; bash -oe pipefail /tmp/scriptJFNcb.sh ; echo SCRIPT_FINISHEDJFNcb-\$?-", record_output=undef)
[33m[2024-05-28T12:48:30.703843Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198302004719153 seconds: echo JFNcb; bash -oe pipefail /tmp/scriptJFNcb.sh ; echo SCRIPT_FINISHEDJFNcb-$?-[0m
[32m[2024-05-28T12:48:30.704108Z] [debug] [pid:45741] >>> testapi::wait_serial: echo JFNcb; bash -oe pipefail /tmp/scriptJFNcb.sh ; echo SCRIPT_FINISHEDJFNcb-$?-: ok[0m
[2024-05-28T12:48:30.704202Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::script_output
[2024-05-28T12:48:30.704329Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=1, timeout=90, regexp="SCRIPT_FINISHEDJFNcb-\\d+-")
[2024-05-28T12:48:30.704685Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDJFNcb-\\d+-", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern="SCRIPT_FINISHEDJFNcb-\\d+-", json_cmd_token="azRNrwlg", buffer_size=undef)
[33m[2024-05-28T12:48:30.707533Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00295092799933627 seconds: SCRIPT_FINISHEDJFNcb-0-[0m
[32m[2024-05-28T12:48:30.707808Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDJFNcb-\d+-: ok[0m
[2024-05-28T12:48:30.707920Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:58 called testapi::record_info
[2024-05-28T12:48:30.708016Z] [debug] [pid:45741] <<< testapi::record_info(title="netavark version", output="netavark 1.10.3", result="ok")
[2024-05-28T12:48:30.708181Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:48:30.708268Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:48:30.708349Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:48:30.708447Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="# ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:30.708765Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="uoxGiqhB", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T12:48:30.708838Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162632000865415 seconds: # [0m
[32m[2024-05-28T12:48:30.709065Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.709301Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cd /var/tmp", cmd="backend_type_string", json_cmd_token="bKSgCqqj")
[2024-05-28T12:48:30.709622Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AsCLHyQB", cmd="backend_type_string", text="; echo Pw7vm-\$?-")
[2024-05-28T12:48:30.709782Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:48:30.709895Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=139, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="cd /var/tmp; echo Pw7vm-\$?-")
[2024-05-28T12:48:30.710199Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="aqSWCrOW", pattern=[
    "cd /var/tmp; echo Pw7vm-\$?-"
  ], buffer_size=139, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="cd /var/tmp; echo Pw7vm-\$?-", no_regex=1)
[33m[2024-05-28T12:48:30.710272Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159221999638248 seconds: cd /var/tmp; echo Pw7vm-$?-[0m
[32m[2024-05-28T12:48:30.710492Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp; echo Pw7vm-$?-: ok[0m
[2024-05-28T12:48:30.710721Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="LaJrbLLN")
[2024-05-28T12:48:30.710886Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:61 called testapi::assert_script_run
[2024-05-28T12:48:30.710997Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, timeout=90, regexp=qr/Pw7vm-\d+-/u, record_output=undef)
[2024-05-28T12:48:30.711297Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=0, regexp="(?^u:Pw7vm-\\d+-)", record_output=undef, pattern="(?^u:Pw7vm-\\d+-)", json_cmd_token="RTWRCDSj", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:30.711378Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161331998242531 seconds: Pw7vm-0-[0m
[32m[2024-05-28T12:48:30.711600Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Pw7vm-\d+-): ok[0m
[2024-05-28T12:48:30.711713Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.711818Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="# ")
[2024-05-28T12:48:30.712126Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="UygFErqS", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:30.712187Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000146981998113915 seconds: # [0m
[32m[2024-05-28T12:48:30.712419Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.712483Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.712531Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptHLXrE.sh :\n \"cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-\$?-\" \n")
[2024-05-28T12:48:30.712762Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-\$?-\n", json_cmd_token="sHmFPSMQ")
[2024-05-28T12:48:30.712922Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.713030Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, record_output=undef, no_regex=1, regexp="cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-\$?-")
[2024-05-28T12:48:30.713333Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="hgIVhupV", pattern=[
    "cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-\$?-"
  ], buffer_size=undef, regexp="cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:30.713408Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159813003847376 seconds: cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-$?-[0m
[32m[2024-05-28T12:48:30.713629Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-$?-: ok[0m
[2024-05-28T12:48:30.713703Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.713803Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="> ", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T12:48:30.714103Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "> "
  ], json_cmd_token="RhQzwWVD", buffer_size=undef)
[33m[2024-05-28T12:48:30.714161Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142261997098103 seconds: > [0m
[32m[2024-05-28T12:48:30.714377Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:48:30.714609Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="BoUQGbgV", text="/usr/libexec/podman/netavark --version | awk '{ print \$2 }'\nEOT_HLXrE\n", cmd="backend_type_string")
[2024-05-28T12:48:30.714769Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.714876Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="> EOT_HLXrE", timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:30.715182Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="nAXrzJIq", pattern=[
    "> EOT_HLXrE"
  ], buffer_size=undef, regexp="> EOT_HLXrE", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:30.715253Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154752000526059 seconds: > EOT_HLXrE[0m
[32m[2024-05-28T12:48:30.715472Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_HLXrE: ok[0m
[2024-05-28T12:48:30.715546Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.715646Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, record_output=undef, no_regex=0, regexp="HLXrE-0-")
[2024-05-28T12:48:30.715943Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="HLXrE-0-", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="KTdodAmR", pattern="HLXrE-0-", buffer_size=undef)
[33m[2024-05-28T12:48:30.716545Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000676859002851415 seconds: HLXrE-0-[0m
[32m[2024-05-28T12:48:30.716774Z] [debug] [pid:45741] >>> testapi::wait_serial: HLXrE-0-: ok[0m
[2024-05-28T12:48:30.716851Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.716951Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", timeout=90, no_regex=1, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:30.717257Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="WpRzUmSw", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:30.717328Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015567199443467 seconds: # [0m
[32m[2024-05-28T12:48:30.717548Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.717784Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="OmEMWjhi", text="echo HLXrE; bash -oe pipefail /tmp/scriptHLXrE.sh ; echo SCRIPT_FINISHEDHLXrE-\$?-\n", cmd="backend_type_string")
[2024-05-28T12:48:30.717949Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.718059Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="echo HLXrE; bash -oe pipefail /tmp/scriptHLXrE.sh ; echo SCRIPT_FINISHEDHLXrE-\$?-", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T12:48:30.718365Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="echo HLXrE; bash -oe pipefail /tmp/scriptHLXrE.sh ; echo SCRIPT_FINISHEDHLXrE-\$?-", no_regex=1, pattern=[
    "echo HLXrE; bash -oe pipefail /tmp/scriptHLXrE.sh ; echo SCRIPT_FINISHEDHLXrE-\$?-"
  ], buffer_size=undef, json_cmd_token="oZApgyEg", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:30.718439Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160531999426894 seconds: echo HLXrE; bash -oe pipefail /tmp/scriptHLXrE.sh ; echo SCRIPT_FINISHEDHLXrE-$?-[0m
[32m[2024-05-28T12:48:30.718659Z] [debug] [pid:45741] >>> testapi::wait_serial: echo HLXrE; bash -oe pipefail /tmp/scriptHLXrE.sh ; echo SCRIPT_FINISHEDHLXrE-$?-: ok[0m
[2024-05-28T12:48:30.718734Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:64 called testapi::script_output
[2024-05-28T12:48:30.718836Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDHLXrE-\\d+-", timeout=90)
[2024-05-28T12:48:30.719137Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="SCRIPT_FINISHEDHLXrE-\\d+-", json_cmd_token="TWQLJtoL", buffer_size=undef, regexp="SCRIPT_FINISHEDHLXrE-\\d+-", record_output=1, no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:30.723739Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00467769900569692 seconds: SCRIPT_FINISHEDHLXrE-0-[0m
[32m[2024-05-28T12:48:30.723995Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDHLXrE-\d+-: ok[0m
[2024-05-28T12:48:30.724155Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:30.724271Z] [debug] [pid:45741] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -", quiet=undef, output="", die_on_timeout=1, timeout=303)
[2024-05-28T12:48:30.724377Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:30.724495Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="# ", no_regex=1, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:30.724855Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="IudYNImb", buffer_size=undef, regexp="# ", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:30.724943Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194423002540134 seconds: # [0m
[32m[2024-05-28T12:48:30.725209Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:30.725481Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ObYeSitr", text="timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -", cmd="backend_type_string")
[2024-05-28T12:48:30.725840Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo JgVYw-\$?-", json_cmd_token="QGUZcbpl")
[2024-05-28T12:48:30.726029Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:30.726171Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -; echo JgVYw-\$?-", buffer_size=234, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:30.726539Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -; echo JgVYw-\$?-", record_output=undef, no_regex=1, pattern=[
    "timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -; echo JgVYw-\$?-"
  ], json_cmd_token="YelPYSvS", buffer_size=234, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:30.726639Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000213732004340272 seconds: timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -; echo JgVYw-$?-[0m
[32m[2024-05-28T12:48:30.726897Z] [debug] [pid:45741] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -; echo JgVYw-$?-: ok[0m
[2024-05-28T12:48:30.727158Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="YtmvzlKQ")
[2024-05-28T12:48:30.727351Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:65 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:30.727488Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, timeout=303, regexp=qr/JgVYw-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:30.727833Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:JgVYw-\\d+-)", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=303, pattern="(?^u:JgVYw-\\d+-)", json_cmd_token="OQfujVPc", buffer_size=undef)
[33m[2024-05-28T12:48:31.357916Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.630012057001295 seconds: JgVYw-0-[0m
[32m[2024-05-28T12:48:31.359012Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:JgVYw-\d+-): ok[0m
[2024-05-28T12:48:31.359299Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:48:31.359536Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/netavark-1.10.3/", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:48:31.359786Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:48:31.360043Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="# ", timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:31.361027Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jRACQFWy", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T12:48:31.361188Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000397354997403454 seconds: # [0m
[32m[2024-05-28T12:48:31.361836Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.362539Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cd /var/tmp/netavark-1.10.3/", json_cmd_token="wPpbDgSU")
[2024-05-28T12:48:31.363611Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 7ifWk-\$?-", json_cmd_token="ThXgPqKB")
[2024-05-28T12:48:31.364160Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:48:31.364423Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=156, expect_not_found=0, no_regex=1, regexp="cd /var/tmp/netavark-1.10.3/; echo 7ifWk-\$?-", record_output=undef, timeout=90)
[2024-05-28T12:48:31.365249Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cd /var/tmp/netavark-1.10.3/; echo 7ifWk-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "cd /var/tmp/netavark-1.10.3/; echo 7ifWk-\$?-"
  ], json_cmd_token="yDUTpDqg", buffer_size=156)
[33m[2024-05-28T12:48:31.365406Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000341054001182783 seconds: cd /var/tmp/netavark-1.10.3/; echo 7ifWk-$?-[0m
[32m[2024-05-28T12:48:31.366004Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/netavark-1.10.3/; echo 7ifWk-$?-: ok[0m
[2024-05-28T12:48:31.366675Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="brRSfHiL", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:31.367198Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:66 called testapi::assert_script_run
[2024-05-28T12:48:31.367415Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/7ifWk-\d+-/u, timeout=90)
[2024-05-28T12:48:31.367834Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:7ifWk-\\d+-)", json_cmd_token="xSYyZJdT", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:7ifWk-\\d+-)", no_regex=0)
[33m[2024-05-28T12:48:31.367937Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198462999833282 seconds: 7ifWk-0-[0m
[32m[2024-05-28T12:48:31.368277Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:7ifWk-\d+-): ok[0m
[2024-05-28T12:48:31.368403Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:48:31.368513Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test test.orig", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:48:31.368611Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:48:31.368735Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=1, record_output=undef, timeout=90, regexp="# ")
[2024-05-28T12:48:31.369140Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="FCWQPpbJ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T12:48:31.369215Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178411995875649 seconds: # [0m
[32m[2024-05-28T12:48:31.369537Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.369849Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="iWZdrumf", cmd="backend_type_string", text="cp -r test test.orig")
[2024-05-28T12:48:31.370246Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo FWTOp-\$?-", cmd="backend_type_string", json_cmd_token="BsqmpyVB")
[2024-05-28T12:48:31.370430Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:48:31.370554Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=148, quiet=undef, regexp="cp -r test test.orig; echo FWTOp-\$?-", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:48:31.370911Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "cp -r test test.orig; echo FWTOp-\$?-"
  ], json_cmd_token="FeAiBbQN", buffer_size=148, no_regex=1, regexp="cp -r test test.orig; echo FWTOp-\$?-", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:31.371003Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194842999917455 seconds: cp -r test test.orig; echo FWTOp-$?-[0m
[32m[2024-05-28T12:48:31.371230Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test test.orig; echo FWTOp-$?-: ok[0m
[2024-05-28T12:48:31.371511Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ZRBPiXXp", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:31.371708Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:67 called testapi::assert_script_run
[2024-05-28T12:48:31.371826Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, regexp=qr/FWTOp-\d+-/u, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:31.372151Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:FWTOp-\\d+-)", no_regex=0, json_cmd_token="PhYQkKVq", pattern="(?^u:FWTOp-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:31.381902Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00981437500013271 seconds: FWTOp-0-[0m
[32m[2024-05-28T12:48:31.382209Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:FWTOp-\d+-): ok[0m
[2024-05-28T12:48:31.382326Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:31.382426Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test.orig test", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:48:31.382525Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:31.382645Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:31.383092Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef, pattern=[
    "# "
  ], json_cmd_token="JQMbxyom", buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:31.383199Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239852997765411 seconds: # [0m
[32m[2024-05-28T12:48:31.383488Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.383834Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cp -r test.orig test", json_cmd_token="IfLnQpEO")
[2024-05-28T12:48:31.384269Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="baqKaefW", text="; echo Nvo9G-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:31.384470Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:31.384608Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp="cp -r test.orig test; echo Nvo9G-\$?-", timeout=90, no_regex=1, buffer_size=148, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:31.385061Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="cp -r test.orig test; echo Nvo9G-\$?-", record_output=undef, no_regex=1, pattern=[
    "cp -r test.orig test; echo Nvo9G-\$?-"
  ], json_cmd_token="SBGhGcYo", buffer_size=148, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:31.385202Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000309274000755977 seconds: cp -r test.orig test; echo Nvo9G-$?-[0m
[32m[2024-05-28T12:48:31.385564Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test.orig test; echo Nvo9G-$?-: ok[0m
[2024-05-28T12:48:31.385950Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="FBaEYuqR", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:31.386256Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:31.386445Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, no_regex=0, timeout=90, regexp=qr/Nvo9G-\d+-/u)
[2024-05-28T12:48:31.386946Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern="(?^u:Nvo9G-\\d+-)", buffer_size=undef, json_cmd_token="xhBliIMm", record_output=undef, regexp="(?^u:Nvo9G-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:31.390006Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00318011100171134 seconds: Nvo9G-0-[0m
[32m[2024-05-28T12:48:31.390403Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Nvo9G-\d+-): ok[0m
[2024-05-28T12:48:31.390588Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.390743Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/001-basic.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:48:31.390882Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.391045Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="# ", timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:31.391474Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="HCUyKXgS", regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:31.391549Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167652004165575 seconds: # [0m
[32m[2024-05-28T12:48:31.391799Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.392057Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm test/001-basic.bats", json_cmd_token="oZVtfnFu")
[2024-05-28T12:48:31.392424Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo h1Irv-\$?-", cmd="backend_type_string", json_cmd_token="RirwOUTX")
[2024-05-28T12:48:31.392618Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.392753Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=150, quiet=undef, no_regex=1, record_output=undef, timeout=90, regexp="rm test/001-basic.bats; echo h1Irv-\$?-")
[2024-05-28T12:48:31.393073Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="rm test/001-basic.bats; echo h1Irv-\$?-", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=150, pattern=[
    "rm test/001-basic.bats; echo h1Irv-\$?-"
  ], json_cmd_token="cUkzzLdi")
[33m[2024-05-28T12:48:31.393150Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168462000146974 seconds: rm test/001-basic.bats; echo h1Irv-$?-[0m
[32m[2024-05-28T12:48:31.393369Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/001-basic.bats; echo h1Irv-$?-: ok[0m
[2024-05-28T12:48:31.393600Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ZfSZmPbL", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:31.393784Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.393893Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, timeout=30, no_regex=0, regexp=qr/h1Irv-\d+-/u)
[2024-05-28T12:48:31.394197Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp="(?^u:h1Irv-\\d+-)", pattern="(?^u:h1Irv-\\d+-)", buffer_size=undef, json_cmd_token="YeKiJZDl", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:31.394867Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000751148996641859 seconds: h1Irv-0-[0m
[32m[2024-05-28T12:48:31.395090Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:h1Irv-\d+-): ok[0m
[2024-05-28T12:48:31.395179Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.395269Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/100-bridge-iptables.bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:48:31.395349Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.395448Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=undef, timeout=90, regexp="# ", no_regex=1)
[2024-05-28T12:48:31.395754Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="CpODjsqN", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T12:48:31.395825Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159611998242326 seconds: # [0m
[32m[2024-05-28T12:48:31.396054Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.396297Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="OvYBfHku", text="rm test/100-bridge-iptables.bats", cmd="backend_type_string")
[2024-05-28T12:48:31.396629Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="DNTdQrli", text="; echo 4LntA-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:31.396801Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.396915Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="rm test/100-bridge-iptables.bats; echo 4LntA-\$?-", buffer_size=160, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:31.397228Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=160, pattern=[
    "rm test/100-bridge-iptables.bats; echo 4LntA-\$?-"
  ], json_cmd_token="yknPaSeb", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="rm test/100-bridge-iptables.bats; echo 4LntA-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T12:48:31.397303Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164603006851394 seconds: rm test/100-bridge-iptables.bats; echo 4LntA-$?-[0m
[32m[2024-05-28T12:48:31.397527Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/100-bridge-iptables.bats; echo 4LntA-$?-: ok[0m
[2024-05-28T12:48:31.397758Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZnqYdUqh")
[2024-05-28T12:48:31.397930Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.398038Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, record_output=undef, timeout=30, regexp=qr/4LntA-\d+-/u)
[2024-05-28T12:48:31.398340Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="(?^u:4LntA-\\d+-)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, buffer_size=undef, pattern="(?^u:4LntA-\\d+-)", json_cmd_token="NgtbUluB")
[33m[2024-05-28T12:48:31.399414Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00114992399903713 seconds: 4LntA-0-[0m
[32m[2024-05-28T12:48:31.399643Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:4LntA-\d+-): ok[0m
[2024-05-28T12:48:31.399732Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.399821Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/200-bridge-firewalld.bats", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T12:48:31.399900Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.399995Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="# ", no_regex=1, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:31.400323Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="dTVTPhqg", pattern=[
    "# "
  ], buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:31.400397Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015955200069584 seconds: # [0m
[32m[2024-05-28T12:48:31.400629Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.400869Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="vhMsTpCL", cmd="backend_type_string", text="rm test/200-bridge-firewalld.bats")
[2024-05-28T12:48:31.401190Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="EajBUIDB", cmd="backend_type_string", text="; echo PpHso-\$?-")
[2024-05-28T12:48:31.401359Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.401469Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, regexp="rm test/200-bridge-firewalld.bats; echo PpHso-\$?-", record_output=undef, expect_not_found=0, buffer_size=161, quiet=undef)
[2024-05-28T12:48:31.401776Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="rm test/200-bridge-firewalld.bats; echo PpHso-\$?-", no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "rm test/200-bridge-firewalld.bats; echo PpHso-\$?-"
  ], json_cmd_token="cMYFCPen", buffer_size=161)
[33m[2024-05-28T12:48:31.401850Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160021998453885 seconds: rm test/200-bridge-firewalld.bats; echo PpHso-$?-[0m
[32m[2024-05-28T12:48:31.402069Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/200-bridge-firewalld.bats; echo PpHso-$?-: ok[0m
[2024-05-28T12:48:31.402295Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ZNQVToJZ", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:31.402466Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.402573Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/PpHso-\d+-/u, no_regex=0, timeout=30, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:31.402869Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, buffer_size=undef, pattern="(?^u:PpHso-\\d+-)", json_cmd_token="MVblcXin", record_output=undef, regexp="(?^u:PpHso-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:31.403632Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000836639999761246 seconds: PpHso-0-[0m
[32m[2024-05-28T12:48:31.403852Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:PpHso-\d+-): ok[0m
[2024-05-28T12:48:31.403939Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.404037Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/250-bridge-nftables.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:48:31.404121Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.404216Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:48:31.404527Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", json_cmd_token="yPNMctvd", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:31.404599Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158132002979983 seconds: # [0m
[32m[2024-05-28T12:48:31.404819Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.405053Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ByJNidRI", cmd="backend_type_string", text="rm test/250-bridge-nftables.bats")
[2024-05-28T12:48:31.405373Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="aVJtPAGs", text="; echo jLjVw-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:31.405533Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.405649Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="rm test/250-bridge-nftables.bats; echo jLjVw-\$?-", expect_not_found=0, buffer_size=160, quiet=undef)
[2024-05-28T12:48:31.405958Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "rm test/250-bridge-nftables.bats; echo jLjVw-\$?-"
  ], json_cmd_token="ZYVsVHrs", buffer_size=160, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="rm test/250-bridge-nftables.bats; echo jLjVw-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:31.406032Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162042000738438 seconds: rm test/250-bridge-nftables.bats; echo jLjVw-$?-[0m
[32m[2024-05-28T12:48:31.406250Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/250-bridge-nftables.bats; echo jLjVw-$?-: ok[0m
[2024-05-28T12:48:31.406479Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="EZMjdZDG", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:31.406649Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.406756Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=30, regexp=qr/jLjVw-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:31.407053Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="(?^u:jLjVw-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", json_cmd_token="rXGgSFjP", pattern="(?^u:jLjVw-\\d+-)", buffer_size=undef)
[33m[2024-05-28T12:48:31.407690Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000711909000528976 seconds: jLjVw-0-[0m
[32m[2024-05-28T12:48:31.407916Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:jLjVw-\d+-): ok[0m
[2024-05-28T12:48:31.408011Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.408103Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/500-plugin.bats", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T12:48:31.408184Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.408279Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="# ", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T12:48:31.408588Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="haQYaXuL", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:31.408661Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157321999722626 seconds: # [0m
[32m[2024-05-28T12:48:31.408879Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.409109Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="uDDcegYL", cmd="backend_type_string", text="rm test/500-plugin.bats")
[2024-05-28T12:48:31.409426Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo tsNbL-\$?-", cmd="backend_type_string", json_cmd_token="hBQFbQMU")
[2024-05-28T12:48:31.409588Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.409698Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="rm test/500-plugin.bats; echo tsNbL-\$?-", buffer_size=151, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:31.410006Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="rm test/500-plugin.bats; echo tsNbL-\$?-", no_regex=1, record_output=undef, pattern=[
    "rm test/500-plugin.bats; echo tsNbL-\$?-"
  ], buffer_size=151, json_cmd_token="TFBlHBLo", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:31.410077Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157851995027158 seconds: rm test/500-plugin.bats; echo tsNbL-$?-[0m
[32m[2024-05-28T12:48:31.410292Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/500-plugin.bats; echo tsNbL-$?-: ok[0m
[2024-05-28T12:48:31.410519Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="CAymdsPU")
[2024-05-28T12:48:31.410690Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:31.410798Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp=qr/tsNbL-\d+-/u, record_output=undef, no_regex=0, timeout=30)
[2024-05-28T12:48:31.411094Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:tsNbL-\\d+-)", json_cmd_token="JFfoShEA", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:tsNbL-\\d+-)", no_regex=0)
[33m[2024-05-28T12:48:31.411709Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000689959000737872 seconds: tsNbL-0-[0m
[32m[2024-05-28T12:48:31.411929Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:tsNbL-\d+-): ok[0m
[2024-05-28T12:48:31.412025Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:31.412109Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo netavark.tap .. > netavark.tap", timeout=90, fail_message="", quiet=undef)
[2024-05-28T12:48:31.412187Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:31.412283Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:31.412591Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="QDLNRFkw", pattern=[
    "# "
  ], buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:31.412662Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156202004291117 seconds: # [0m
[32m[2024-05-28T12:48:31.412879Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.413110Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="KHEoDMfk", text="echo netavark.tap .. > netavark.tap", cmd="backend_type_string")
[2024-05-28T12:48:31.413425Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo AVqZR-\$?-", cmd="backend_type_string", json_cmd_token="lXbqZDLj")
[2024-05-28T12:48:31.413586Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:31.413695Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="echo netavark.tap .. > netavark.tap; echo AVqZR-\$?-", timeout=90, quiet=undef, buffer_size=163, expect_not_found=0)
[2024-05-28T12:48:31.414005Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="echo netavark.tap .. > netavark.tap; echo AVqZR-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "echo netavark.tap .. > netavark.tap; echo AVqZR-\$?-"
  ], json_cmd_token="eGPGPzrs", buffer_size=163)
[33m[2024-05-28T12:48:31.414078Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015840199921513 seconds: echo netavark.tap .. > netavark.tap; echo AVqZR-$?-[0m
[32m[2024-05-28T12:48:31.414298Z] [debug] [pid:45741] >>> testapi::wait_serial: echo netavark.tap .. > netavark.tap; echo AVqZR-$?-: ok[0m
[2024-05-28T12:48:31.414525Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="lRJZUhxU", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:31.414695Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:31.414805Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=0, regexp=qr/AVqZR-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:31.415102Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:AVqZR-\\d+-)", buffer_size=undef, json_cmd_token="DEZHUlwX", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="(?^u:AVqZR-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T12:48:31.415182Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159051996888593 seconds: AVqZR-0-[0m
[32m[2024-05-28T12:48:31.415398Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:AVqZR-\d+-): ok[0m
[2024-05-28T12:48:31.415488Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:31.415579Z] [debug] [pid:45741] <<< testapi::script_run(cmd="PATH=/usr/local/bin:\$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap", die_on_timeout=1, timeout=1200, quiet=undef, output="")
[2024-05-28T12:48:31.415658Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:31.415754Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90, record_output=undef, regexp="# ", no_regex=1)
[2024-05-28T12:48:31.416067Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="pXidkVgm", buffer_size=undef)
[33m[2024-05-28T12:48:31.416127Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000151972002640832 seconds: # [0m
[32m[2024-05-28T12:48:31.416353Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:31.416597Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="PATH=/usr/local/bin:\$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap", cmd="backend_type_string", json_cmd_token="YjfUerMG")
[2024-05-28T12:48:31.416914Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ZZ1t4-\$?-", json_cmd_token="chovyRGd")
[2024-05-28T12:48:31.417076Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:31.417190Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=229, timeout=90, record_output=undef, regexp="PATH=/usr/local/bin:\$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap; echo ZZ1t4-\$?-", no_regex=1)
[2024-05-28T12:48:31.417508Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "PATH=/usr/local/bin:\$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap; echo ZZ1t4-\$?-"
  ], buffer_size=229, json_cmd_token="LpRsDdsy", record_output=undef, regexp="PATH=/usr/local/bin:\$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap; echo ZZ1t4-\$?-", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:31.417591Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000172531996213365 seconds: PATH=/usr/local/bin:$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap; echo ZZ1t4-$?-[0m
[32m[2024-05-28T12:48:31.417810Z] [debug] [pid:45741] >>> testapi::wait_serial: PATH=/usr/local/bin:$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap; echo ZZ1t4-$?-: ok[0m
[2024-05-28T12:48:31.418036Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="sSpTDHZU")
[2024-05-28T12:48:31.418204Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:31.418312Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, record_output=undef, timeout=1200, regexp=qr/ZZ1t4-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:31.418606Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, no_regex=0, regexp="(?^u:ZZ1t4-\\d+-)", json_cmd_token="xxBfXwBk", pattern="(?^u:ZZ1t4-\\d+-)", buffer_size=undef, cmd="backend_wait_serial", timeout=1200)
[33m[2024-05-28T12:48:36.725657Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 77 loops & 5.30699122400256 seconds: ZZ1t4-0-[0m
[32m[2024-05-28T12:48:36.726770Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:ZZ1t4-\d+-): ok[0m
[2024-05-28T12:48:36.727024Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:36.727189Z] [debug] [pid:45741] <<< testapi::upload_logs(file="netavark.tap", failok=0, timeout=90)
[2024-05-28T12:48:36.727436Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:36.727589Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:48:36.727748Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:36.727936Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=90, record_output=undef, regexp="# ", no_regex=1)
[2024-05-28T12:48:36.728890Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="ABMWxOke", buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:36.729051Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00038491500163218 seconds: # [0m
[32m[2024-05-28T12:48:36.729643Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:36.730381Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="kENgYBJo", cmd="backend_type_string", text="curl --form upload=\@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap")
[2024-05-28T12:48:36.731354Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="cfdGWiQB", cmd="backend_type_string", text="; echo pCFez-\$?-")
[2024-05-28T12:48:36.731831Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:36.732086Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, regexp="curl --form upload=\@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap; echo pCFez-\$?-", no_regex=1, quiet=undef, buffer_size=270, expect_not_found=0)
[2024-05-28T12:48:36.732874Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="curl --form upload=\@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap; echo pCFez-\$?-", record_output=undef, no_regex=1, pattern=[
    "curl --form upload=\@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap; echo pCFez-\$?-"
  ], json_cmd_token="PpknTIUE", buffer_size=270, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:36.733053Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00036747499689227 seconds: curl --form upload=@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap; echo pCFez-$?-[0m
[32m[2024-05-28T12:48:36.733629Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap; echo pCFez-$?-: ok[0m
[2024-05-28T12:48:36.734255Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="IHHSWRoD", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:36.734687Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:36.734846Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=0, regexp=qr/pCFez-\d+-/u, record_output=undef, timeout=90)
[2024-05-28T12:48:36.735396Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, json_cmd_token="pASEDKKe", pattern="(?^u:pCFez-\\d+-)", buffer_size=undef, regexp="(?^u:pCFez-\\d+-)", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:36.744009Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0087174820000655 seconds: pCFez-0-[0m
[32m[2024-05-28T12:48:36.744423Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:pCFez-\d+-): ok[0m
[2024-05-28T12:48:36.748105Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:36.748223Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf test", quiet=undef, fail_message="", timeout=90)
[2024-05-28T12:48:36.748328Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:36.748438Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp="# ", timeout=90, record_output=undef, no_regex=1)
[2024-05-28T12:48:36.748947Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="ajevREbx", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T12:48:36.749069Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024630400002934 seconds: # [0m
[32m[2024-05-28T12:48:36.749391Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:36.749799Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="UvlEUBgx", cmd="backend_type_string", text="rm -rf test")
[2024-05-28T12:48:36.750333Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo _G1Di-\$?-", json_cmd_token="LPbqYfoS")
[2024-05-28T12:48:36.750546Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:36.750663Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="rm -rf test; echo _G1Di-\$?-", no_regex=1, record_output=undef, timeout=90, expect_not_found=0, quiet=undef, buffer_size=139)
[2024-05-28T12:48:36.751104Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="rm -rf test; echo _G1Di-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "rm -rf test; echo _G1Di-\$?-"
  ], buffer_size=139, json_cmd_token="lTwafvXk")
[33m[2024-05-28T12:48:36.751212Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237153006310109 seconds: rm -rf test; echo _G1Di-$?-[0m
[32m[2024-05-28T12:48:36.751463Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf test; echo _G1Di-$?-: ok[0m
[2024-05-28T12:48:36.751799Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="dsOyKVRN", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:36.752016Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:69 called netavark_integration::run_tests -> tests/containers/netavark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:36.752132Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, no_regex=0, regexp=qr/_G1Di-\d+-/u, record_output=undef)
[2024-05-28T12:48:36.752559Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:_G1Di-\\d+-)", buffer_size=undef, json_cmd_token="sVWuPWIz", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp="(?^u:_G1Di-\\d+-)")
[33m[2024-05-28T12:48:36.756180Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00372353800048586 seconds: _G1Di-0-[0m
[32m[2024-05-28T12:48:36.756476Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:_G1Di-\d+-): ok[0m
[2024-05-28T12:48:36.756597Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:73 called testapi::assert_script_run
[2024-05-28T12:48:36.756694Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd ~", quiet=undef, fail_message="", timeout=90)
[2024-05-28T12:48:36.756793Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:73 called testapi::assert_script_run
[2024-05-28T12:48:36.756911Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=90, regexp="# ", no_regex=1)
[2024-05-28T12:48:36.757346Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="siRqwCkj", buffer_size=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:36.757452Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023069199960446 seconds: # [0m
[32m[2024-05-28T12:48:36.757736Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:36.758070Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cd ~", json_cmd_token="LKXjLAOj")
[2024-05-28T12:48:36.758634Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo qL7Vy-\$?-", json_cmd_token="CYyMeAho")
[2024-05-28T12:48:36.758924Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:73 called testapi::assert_script_run
[2024-05-28T12:48:36.759117Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=132, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="cd ~; echo qL7Vy-\$?-")
[2024-05-28T12:48:36.759748Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="cd ~; echo qL7Vy-\$?-", no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=132, pattern=[
    "cd ~; echo qL7Vy-\$?-"
  ], json_cmd_token="NlOznPlQ")
[33m[2024-05-28T12:48:36.759856Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238733002333902 seconds: cd ~; echo qL7Vy-$?-[0m
[32m[2024-05-28T12:48:36.760142Z] [debug] [pid:45741] >>> testapi::wait_serial: cd ~; echo qL7Vy-$?-: ok[0m
[2024-05-28T12:48:36.760460Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="hHWCUXjY")
[2024-05-28T12:48:36.760689Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:73 called testapi::assert_script_run
[2024-05-28T12:48:36.760830Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp=qr/qL7Vy-\d+-/u, record_output=undef, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:36.761222Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:qL7Vy-\\d+-)", record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern="(?^u:qL7Vy-\\d+-)", json_cmd_token="eUUKwzmN", buffer_size=undef)
[33m[2024-05-28T12:48:36.761332Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198193003598135 seconds: qL7Vy-0-[0m
[32m[2024-05-28T12:48:36.761599Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:qL7Vy-\d+-): ok[0m
[2024-05-28T12:48:36.761714Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:74 called testapi::script_run
[2024-05-28T12:48:36.761823Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm -rf /var/tmp/netavark-1.10.3/", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:48:36.761921Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:74 called testapi::script_run
[2024-05-28T12:48:36.762043Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="# ", timeout=90)
[2024-05-28T12:48:36.762435Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="bFBOEpTa")
[33m[2024-05-28T12:48:36.762509Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175911998667289 seconds: # [0m
[32m[2024-05-28T12:48:36.762765Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:36.763024Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="yminQjIE", cmd="backend_type_string", text="rm -rf /var/tmp/netavark-1.10.3/")
[2024-05-28T12:48:36.763392Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="PWrNxYMc", text="; echo mEQa7-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:36.763573Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:74 called testapi::script_run
[2024-05-28T12:48:36.763710Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=160, record_output=undef, timeout=90, no_regex=1, regexp="rm -rf /var/tmp/netavark-1.10.3/; echo mEQa7-\$?-")
[2024-05-28T12:48:36.764046Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="rm -rf /var/tmp/netavark-1.10.3/; echo mEQa7-\$?-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "rm -rf /var/tmp/netavark-1.10.3/; echo mEQa7-\$?-"
  ], buffer_size=160, json_cmd_token="XNPHIGWK")
[33m[2024-05-28T12:48:36.764128Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179502996616066 seconds: rm -rf /var/tmp/netavark-1.10.3/; echo mEQa7-$?-[0m
[32m[2024-05-28T12:48:36.764384Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf /var/tmp/netavark-1.10.3/; echo mEQa7-$?-: ok[0m
[2024-05-28T12:48:36.764632Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="fFLkJlmA", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:36.764826Z] [debug] [pid:45741] tests/containers/netavark_integration.pm:85 called netavark_integration::cleanup -> tests/containers/netavark_integration.pm:74 called testapi::script_run
[2024-05-28T12:48:36.764963Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp=qr/mEQa7-\d+-/u, record_output=undef, no_regex=0, timeout=30)
[2024-05-28T12:48:36.765282Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", pattern="(?^u:mEQa7-\\d+-)", json_cmd_token="KJQlcfQj", buffer_size=undef, no_regex=0, regexp="(?^u:mEQa7-\\d+-)", record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:36.771872Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00664998499996727 seconds: mEQa7-0-[0m
[32m[2024-05-28T12:48:36.772237Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:mEQa7-\d+-): ok[0m
[1;34m[2024-05-28T12:48:36.773451Z] [debug] [pid:45741] ||| finished netavark_integration containers (runtime: 11 s)[0m
[1;34m[2024-05-28T12:48:36.774303Z] [debug] [pid:45741] ||| starting aardvark_integration tests/containers/aardvark_integration.pm[0m
[2024-05-28T12:48:36.775104Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:37 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T12:48:36.775202Z] [debug] [pid:45741] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T12:48:36.775875Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:36.776062Z] [debug] [pid:45741] <<< testapi::script_run(cmd="which bats", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:48:36.776208Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:36.776374Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp="# ", no_regex=1, timeout=90, record_output=undef)
[2024-05-28T12:48:36.776913Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="LtmjQIkc", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T12:48:36.777046Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028783299785573 seconds: # [0m
[32m[2024-05-28T12:48:36.777455Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:36.777854Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="which bats", json_cmd_token="mpsxHwtW")
[2024-05-28T12:48:36.778435Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo d3J0P-\$?-", json_cmd_token="FLKyqHkj")
[2024-05-28T12:48:36.778709Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:36.778899Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="which bats; echo d3J0P-\$?-", quiet=undef, buffer_size=138, expect_not_found=0)
[2024-05-28T12:48:36.779419Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "which bats; echo d3J0P-\$?-"
  ], buffer_size=138, json_cmd_token="ryZbTXBq", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="which bats; echo d3J0P-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T12:48:36.779545Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272753000899684 seconds: which bats; echo d3J0P-$?-[0m
[32m[2024-05-28T12:48:36.779919Z] [debug] [pid:45741] >>> testapi::wait_serial: which bats; echo d3J0P-$?-: ok[0m
[2024-05-28T12:48:36.780355Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="CYEfvPEn")
[2024-05-28T12:48:36.780617Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:39 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T12:48:36.780751Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, timeout=30, record_output=undef, no_regex=0, regexp=qr/d3J0P-\d+-/u)
[2024-05-28T12:48:36.781091Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:d3J0P-\\d+-)", buffer_size=undef, json_cmd_token="YicWFvFS", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="(?^u:d3J0P-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T12:48:36.781981Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000984881997283082 seconds: d3J0P-0-[0m
[32m[2024-05-28T12:48:36.782242Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:d3J0P-\d+-): ok[0m
[2024-05-28T12:48:36.782388Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:36.782502Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat", timeout=30, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:48:36.782587Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:36.782682Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:36.783014Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="ITwNIrpV", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:36.783100Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193573003343772 seconds: # [0m
[32m[2024-05-28T12:48:36.783320Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:36.783567Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="RkXiAUaR", cmd="backend_type_string", text="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat")
[2024-05-28T12:48:36.783901Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 5R9p7-\$?-", json_cmd_token="fGAuhveW")
[2024-05-28T12:48:36.784074Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:36.784193Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=218, quiet=undef, regexp="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat; echo 5R9p7-\$?-", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:48:36.784545Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat; echo 5R9p7-\$?-", no_regex=1, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, json_cmd_token="POVKaLAt", pattern=[
    "rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat; echo 5R9p7-\$?-"
  ], buffer_size=218)
[33m[2024-05-28T12:48:36.784639Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207701996259857 seconds: rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat; echo 5R9p7-$?-[0m
[32m[2024-05-28T12:48:36.784866Z] [debug] [pid:45741] >>> testapi::wait_serial: rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat; echo 5R9p7-$?-: ok[0m
[2024-05-28T12:48:36.785109Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="jCXvAkAH", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:36.785282Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T12:48:36.785394Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, regexp=qr/5R9p7-\d+-/u, record_output=undef, no_regex=0, timeout=30)
[2024-05-28T12:48:36.785718Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="(?^u:5R9p7-\\d+-)", no_regex=0, buffer_size=undef, pattern="(?^u:5R9p7-\\d+-)", json_cmd_token="ZmJkyqyd", cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T12:48:36.794780Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.00913101600599475 seconds: 5R9p7-1-[0m
[32m[2024-05-28T12:48:36.795231Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:5R9p7-\d+-): ok[0m
[2024-05-28T12:48:36.795469Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:36.795632Z] [debug] [pid:45741] <<< testapi::script_run(cmd="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} )", output="", quiet=undef, timeout=700, die_on_timeout=1)
[2024-05-28T12:48:36.795772Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:36.795938Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="# ", record_output=undef, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:36.796489Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="wfyNLhtz", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:36.796627Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282563996734098 seconds: # [0m
[32m[2024-05-28T12:48:36.797006Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:36.797415Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="cQUbpivf", cmd="backend_type_string", text="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} )")
[2024-05-28T12:48:36.797951Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XURodhvA", cmd="backend_type_string", text="; echo WsZU5-\$?-")
[2024-05-28T12:48:36.798233Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:36.798430Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=257, quiet=undef, record_output=undef, regexp="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} ); echo WsZU5-\$?-", timeout=90, no_regex=1)
[2024-05-28T12:48:36.798965Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} ); echo WsZU5-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit \${PIPESTATUS[0]} ); echo WsZU5-\$?-"
  ], buffer_size=257, json_cmd_token="srBObJtA")
[33m[2024-05-28T12:48:36.799106Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00029908400028944 seconds: zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit ${PIPESTATUS[0]} ); echo WsZU5-$?-[0m
[32m[2024-05-28T12:48:36.799487Z] [debug] [pid:45741] >>> testapi::wait_serial: zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit ${PIPESTATUS[0]} ); echo WsZU5-$?-: ok[0m
[2024-05-28T12:48:36.799878Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="SeHSBpqJ", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:36.800203Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T12:48:36.800399Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, timeout=700, regexp=qr/WsZU5-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:36.800770Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp="(?^u:WsZU5-\\d+-)", pattern="(?^u:WsZU5-\\d+-)", json_cmd_token="blxsUbEJ", buffer_size=undef, cmd="backend_wait_serial", timeout=700)
[33m[2024-05-28T12:48:41.688288Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 78 loops & 4.88745823199861 seconds: WsZU5-0-[0m
[32m[2024-05-28T12:48:41.689413Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:WsZU5-\d+-): ok[0m
[2024-05-28T12:48:41.689754Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:51 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:41.689972Z] [debug] [pid:45741] <<< testapi::script_run(cmd="ls /sys/fs/cgroup/cgroup.controllers", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:48:41.690163Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:51 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:41.690397Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="# ", record_output=undef, no_regex=1, timeout=90)
[2024-05-28T12:48:41.691462Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="InHvqNks", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", record_output=undef)
[33m[2024-05-28T12:48:41.691656Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000454686000011861 seconds: # [0m
[32m[2024-05-28T12:48:41.692373Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.693167Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="ls /sys/fs/cgroup/cgroup.controllers", cmd="backend_type_string", json_cmd_token="XiUstZxK")
[2024-05-28T12:48:41.694374Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="xvqLeMka", cmd="backend_type_string", text="; echo kjwUb-\$?-")
[2024-05-28T12:48:41.694977Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:51 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:41.695252Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", no_regex=1, record_output=undef, timeout=90, expect_not_found=0, quiet=undef, buffer_size=164)
[2024-05-28T12:48:41.696250Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="hhFlpHVz", pattern=[
    "ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-"
  ], buffer_size=164, record_output=undef, regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:41.696449Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000477895999210887 seconds: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-[0m
[32m[2024-05-28T12:48:41.696901Z] [debug] [pid:45741] >>> testapi::wait_serial: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-: ok[0m
[2024-05-28T12:48:41.697306Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ETfwxxPs")
[2024-05-28T12:48:41.697640Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:51 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T12:48:41.697796Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, record_output=undef, timeout=30, regexp=qr/kjwUb-\d+-/u)
[2024-05-28T12:48:41.698258Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, json_cmd_token="jXtiVCug", pattern="(?^u:kjwUb-\\d+-)", buffer_size=undef, regexp="(?^u:kjwUb-\\d+-)", no_regex=0, record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:41.700333Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00217055800021626 seconds: kjwUb-0-[0m
[32m[2024-05-28T12:48:41.700658Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:kjwUb-\d+-): ok[0m
[2024-05-28T12:48:41.700792Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.700904Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:41.701290Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uyrUwTTh", record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:41.701386Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190973005373962 seconds: # [0m
[32m[2024-05-28T12:48:41.701625Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.701693Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.701744Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptlQyMM.sh :\n \"cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-\$?-\" \n")
[2024-05-28T12:48:41.702027Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-\$?-\n", json_cmd_token="JYozfqya")
[2024-05-28T12:48:41.702207Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.702329Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-\$?-")
[2024-05-28T12:48:41.702699Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-\$?-"
  ], json_cmd_token="AOdPpHXH", buffer_size=undef)
[33m[2024-05-28T12:48:41.702799Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195362998056225 seconds: cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-$?-[0m
[32m[2024-05-28T12:48:41.703033Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-$?-: ok[0m
[2024-05-28T12:48:41.703110Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.703212Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:41.703572Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> ", buffer_size=undef, pattern=[
    "> "
  ], json_cmd_token="OrvjdWuw", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:41.703647Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176502995600458 seconds: > [0m
[32m[2024-05-28T12:48:41.703873Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:48:41.704157Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="sBovMaTs", text="rpm -ql aardvark-dns | grep podman/aardvark-dns\nEOT_lQyMM\n", cmd="backend_type_string")
[2024-05-28T12:48:41.704341Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.704453Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="> EOT_lQyMM", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:41.704815Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_lQyMM"
  ], buffer_size=undef, json_cmd_token="jxzfzCwT", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="> EOT_lQyMM", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:41.704905Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192442996194586 seconds: > EOT_lQyMM[0m
[32m[2024-05-28T12:48:41.705138Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_lQyMM: ok[0m
[2024-05-28T12:48:41.705214Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.705317Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=0, record_output=undef, regexp="lQyMM-0-", timeout=90)
[2024-05-28T12:48:41.705632Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="lQyMM-0-", json_cmd_token="cNblrcPu", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, no_regex=0, regexp="lQyMM-0-", record_output=undef)
[33m[2024-05-28T12:48:41.706223Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000673307993565686 seconds: lQyMM-0-[0m
[32m[2024-05-28T12:48:41.706456Z] [debug] [pid:45741] >>> testapi::wait_serial: lQyMM-0-: ok[0m
[2024-05-28T12:48:41.706537Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.706639Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:41.706958Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ACenEaCb", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef)
[33m[2024-05-28T12:48:41.707033Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164812001457904 seconds: # [0m
[32m[2024-05-28T12:48:41.707256Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.707497Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="RRJiTLDV", cmd="backend_type_string", text="echo lQyMM; bash -oe pipefail /tmp/scriptlQyMM.sh ; echo SCRIPT_FINISHEDlQyMM-\$?-\n")
[2024-05-28T12:48:41.707663Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.707774Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, record_output=undef, no_regex=1, regexp="echo lQyMM; bash -oe pipefail /tmp/scriptlQyMM.sh ; echo SCRIPT_FINISHEDlQyMM-\$?-")
[2024-05-28T12:48:41.708101Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern=[
    "echo lQyMM; bash -oe pipefail /tmp/scriptlQyMM.sh ; echo SCRIPT_FINISHEDlQyMM-\$?-"
  ], json_cmd_token="ANNSyQRy", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, record_output=undef, regexp="echo lQyMM; bash -oe pipefail /tmp/scriptlQyMM.sh ; echo SCRIPT_FINISHEDlQyMM-\$?-", no_regex=1)
[33m[2024-05-28T12:48:41.708181Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180051996721886 seconds: echo lQyMM; bash -oe pipefail /tmp/scriptlQyMM.sh ; echo SCRIPT_FINISHEDlQyMM-$?-[0m
[32m[2024-05-28T12:48:41.708420Z] [debug] [pid:45741] >>> testapi::wait_serial: echo lQyMM; bash -oe pipefail /tmp/scriptlQyMM.sh ; echo SCRIPT_FINISHEDlQyMM-$?-: ok[0m
[2024-05-28T12:48:41.708517Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:53 called testapi::script_output
[2024-05-28T12:48:41.708626Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, record_output=1, no_regex=0, timeout=90, regexp="SCRIPT_FINISHEDlQyMM-\\d+-")
[2024-05-28T12:48:41.708945Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDlQyMM-\\d+-", buffer_size=undef, json_cmd_token="TKmHOTxb", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDlQyMM-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T12:48:41.715363Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0064888630004134 seconds: SCRIPT_FINISHEDlQyMM-0-[0m
[32m[2024-05-28T12:48:41.715633Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDlQyMM-\d+-: ok[0m
[2024-05-28T12:48:41.715762Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.715868Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="# ", timeout=90, record_output=undef, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:41.716254Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="VSnngdbo")
[33m[2024-05-28T12:48:41.716344Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206122997042257 seconds: # [0m
[32m[2024-05-28T12:48:41.716611Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.716690Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.716749Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptn4FI7.sh :\n \"cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-\$?-\" \n")
[2024-05-28T12:48:41.717020Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="HPipeQnI", cmd="backend_type_string", text="cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-\$?-\n")
[2024-05-28T12:48:41.717206Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.717339Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, timeout=90, regexp="cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-\$?-")
[2024-05-28T12:48:41.717704Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-\$?-", record_output=undef, no_regex=1, buffer_size=undef, pattern=[
    "cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-\$?-"
  ], json_cmd_token="xMqOTzEq", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:41.717794Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201872004254255 seconds: cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-$?-[0m
[32m[2024-05-28T12:48:41.718049Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-$?-: ok[0m
[2024-05-28T12:48:41.718141Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.718265Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, no_regex=1, regexp="> ", timeout=90)
[2024-05-28T12:48:41.718677Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], json_cmd_token="ISMLlVWR", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:41.718777Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00024779300292721 seconds: > [0m
[32m[2024-05-28T12:48:41.719141Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:48:41.719542Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="NpZpwenM", cmd="backend_type_string", text="/usr/libexec/podman/aardvark-dns --version\nEOT_n4FI7\n")
[2024-05-28T12:48:41.719812Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.719997Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="> EOT_n4FI7", timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:41.720544Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(json_cmd_token="jcuiPgjv", pattern=[
    "> EOT_n4FI7"
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, regexp="> EOT_n4FI7", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:41.720670Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272053999651689 seconds: > EOT_n4FI7[0m
[32m[2024-05-28T12:48:41.721060Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_n4FI7: ok[0m
[2024-05-28T12:48:41.721186Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.721360Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=0, record_output=undef, timeout=90, regexp="n4FI7-0-")
[2024-05-28T12:48:41.721869Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern="n4FI7-0-", json_cmd_token="bcDLdpAW", record_output=undef, no_regex=0, regexp="n4FI7-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:41.722419Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000680478995491285 seconds: n4FI7-0-[0m
[32m[2024-05-28T12:48:41.722787Z] [debug] [pid:45741] >>> testapi::wait_serial: n4FI7-0-: ok[0m
[2024-05-28T12:48:41.722920Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.723092Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", no_regex=1, record_output=undef, timeout=90, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:41.723621Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="TBKJqQiH")
[33m[2024-05-28T12:48:41.723741Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000267753996013198 seconds: # [0m
[32m[2024-05-28T12:48:41.724144Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.724563Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo n4FI7; bash -oe pipefail /tmp/scriptn4FI7.sh ; echo SCRIPT_FINISHEDn4FI7-\$?-\n", json_cmd_token="BQojQhOk")
[2024-05-28T12:48:41.724729Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.724840Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, timeout=90, record_output=undef, regexp="echo n4FI7; bash -oe pipefail /tmp/scriptn4FI7.sh ; echo SCRIPT_FINISHEDn4FI7-\$?-")
[2024-05-28T12:48:41.725152Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="echo n4FI7; bash -oe pipefail /tmp/scriptn4FI7.sh ; echo SCRIPT_FINISHEDn4FI7-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern=[
    "echo n4FI7; bash -oe pipefail /tmp/scriptn4FI7.sh ; echo SCRIPT_FINISHEDn4FI7-\$?-"
  ], json_cmd_token="XqaaqUFA")
[33m[2024-05-28T12:48:41.725227Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162782002007589 seconds: echo n4FI7; bash -oe pipefail /tmp/scriptn4FI7.sh ; echo SCRIPT_FINISHEDn4FI7-$?-[0m
[32m[2024-05-28T12:48:41.725448Z] [debug] [pid:45741] >>> testapi::wait_serial: echo n4FI7; bash -oe pipefail /tmp/scriptn4FI7.sh ; echo SCRIPT_FINISHEDn4FI7-$?-: ok[0m
[2024-05-28T12:48:41.725524Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::script_output
[2024-05-28T12:48:41.725627Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDn4FI7-\\d+-", timeout=90, record_output=1, no_regex=0)
[2024-05-28T12:48:41.725931Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDn4FI7-\\d+-", record_output=1, no_regex=0, pattern="SCRIPT_FINISHEDn4FI7-\\d+-", buffer_size=undef, json_cmd_token="xCwoiVDC", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:41.730915Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00505333400360541 seconds: SCRIPT_FINISHEDn4FI7-0-[0m
[32m[2024-05-28T12:48:41.731193Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDn4FI7-\d+-: ok[0m
[2024-05-28T12:48:41.731292Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:54 called testapi::record_info
[2024-05-28T12:48:41.731385Z] [debug] [pid:45741] <<< testapi::record_info(title="aardvark version", output="aardvark-dns 1.10.0", result="ok")
[2024-05-28T12:48:41.731529Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:57 called testapi::assert_script_run
[2024-05-28T12:48:41.731609Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:48:41.731684Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:57 called testapi::assert_script_run
[2024-05-28T12:48:41.731779Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="# ", expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:41.732109Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="cMOHglzf", pattern=[
    "# "
  ], buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:41.732186Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172441999893636 seconds: # [0m
[32m[2024-05-28T12:48:41.732420Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.732803Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cd /var/tmp", json_cmd_token="IGWHmTZK")
[2024-05-28T12:48:41.733344Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="SywrOfOq", cmd="backend_type_string", text="; echo Pw7vm-\$?-")
[2024-05-28T12:48:41.733618Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:57 called testapi::assert_script_run
[2024-05-28T12:48:41.733807Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, regexp="cd /var/tmp; echo Pw7vm-\$?-", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, buffer_size=139)
[2024-05-28T12:48:41.734326Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "cd /var/tmp; echo Pw7vm-\$?-"
  ], buffer_size=139, json_cmd_token="ECUZhpch", regexp="cd /var/tmp; echo Pw7vm-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:41.734452Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271782999334391 seconds: cd /var/tmp; echo Pw7vm-$?-[0m
[32m[2024-05-28T12:48:41.734820Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp; echo Pw7vm-$?-: ok[0m
[2024-05-28T12:48:41.735208Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="nlNBvVcQ", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:41.735488Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:57 called testapi::assert_script_run
[2024-05-28T12:48:41.735677Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, record_output=undef, no_regex=0, regexp=qr/Pw7vm-\d+-/u, timeout=90)
[2024-05-28T12:48:41.736195Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="(?^u:Pw7vm-\\d+-)", record_output=undef, no_regex=0, pattern="(?^u:Pw7vm-\\d+-)", buffer_size=undef, json_cmd_token="MPccMbWu", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:41.736340Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002932339994004 seconds: Pw7vm-0-[0m
[32m[2024-05-28T12:48:41.736726Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Pw7vm-\d+-): ok[0m
[2024-05-28T12:48:41.736920Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.737095Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, regexp="# ", record_output=undef, timeout=90)
[2024-05-28T12:48:41.737628Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", record_output=undef, pattern=[
    "# "
  ], json_cmd_token="KiGcfrXR", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:41.737730Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000249302996962797 seconds: # [0m
[32m[2024-05-28T12:48:41.738100Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.738211Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.738294Z] [debug] [pid:45741] <<< distribution::script_output("Content of /tmp/scriptX~AEs.sh :\n \"cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-\$?-\" \n")
[2024-05-28T12:48:41.738682Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="imqhCYbC", text="cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-\$?-\n", cmd="backend_type_string")
[2024-05-28T12:48:41.738956Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.739140Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-\$?-", quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:41.739653Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, regexp="cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-\$?-", record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-\$?-"
  ], json_cmd_token="QtpjAWJk")
[33m[2024-05-28T12:48:41.739779Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271642995357979 seconds: cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-$?-[0m
[32m[2024-05-28T12:48:41.740185Z] [debug] [pid:45741] >>> testapi::wait_serial: cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-$?-: ok[0m
[2024-05-28T12:48:41.740313Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.740487Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, no_regex=1, timeout=90, regexp="> ")
[2024-05-28T12:48:41.740834Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="AsqMmrBp", record_output=undef, no_regex=1, regexp="> ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:41.740894Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000146631995448843 seconds: > [0m
[32m[2024-05-28T12:48:41.741113Z] [debug] [pid:45741] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T12:48:41.741351Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="APMhXFmh", cmd="backend_type_string", text="/usr/libexec/podman/aardvark-dns --version | awk '{ print \$2 }'\nEOT_X~AEs\n")
[2024-05-28T12:48:41.741522Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.741628Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="> EOT_X~AEs", record_output=undef, no_regex=1, timeout=90, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:41.741931Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="> EOT_X~AEs", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "> EOT_X~AEs"
  ], buffer_size=undef, json_cmd_token="GffyUWIQ")
[33m[2024-05-28T12:48:41.742004Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157082002260722 seconds: > EOT_X~AEs[0m
[32m[2024-05-28T12:48:41.742235Z] [debug] [pid:45741] >>> testapi::wait_serial: > EOT_X~AEs: ok[0m
[2024-05-28T12:48:41.742309Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.742411Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, regexp="X~AEs-0-", timeout=90, record_output=undef, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:41.742712Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="X~AEs-0-", json_cmd_token="lOPlxNQh", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, regexp="X~AEs-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T12:48:41.744091Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00145539899676805 seconds: X~AEs-0-[0m
[32m[2024-05-28T12:48:41.744319Z] [debug] [pid:45741] >>> testapi::wait_serial: X~AEs-0-: ok[0m
[2024-05-28T12:48:41.744397Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.744499Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=1, regexp="# ", record_output=undef, timeout=90)
[2024-05-28T12:48:41.744807Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="TufYYhgV", buffer_size=undef, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:41.744877Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154642002598848 seconds: # [0m
[32m[2024-05-28T12:48:41.745094Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.745330Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="aZHvPFMj", text="echo X~AEs; bash -oe pipefail /tmp/scriptX~AEs.sh ; echo SCRIPT_FINISHEDX~AEs-\$?-\n", cmd="backend_type_string")
[2024-05-28T12:48:41.745494Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.745604Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, timeout=90, record_output=undef, no_regex=1, regexp="echo X~AEs; bash -oe pipefail /tmp/scriptX~AEs.sh ; echo SCRIPT_FINISHEDX~AEs-\$?-")
[2024-05-28T12:48:41.745911Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "echo X~AEs; bash -oe pipefail /tmp/scriptX~AEs.sh ; echo SCRIPT_FINISHEDX~AEs-\$?-"
  ], json_cmd_token="wujDPRYA", buffer_size=undef, no_regex=1, record_output=undef, regexp="echo X~AEs; bash -oe pipefail /tmp/scriptX~AEs.sh ; echo SCRIPT_FINISHEDX~AEs-\$?-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:41.745984Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161762000061572 seconds: echo X~AEs; bash -oe pipefail /tmp/scriptX~AEs.sh ; echo SCRIPT_FINISHEDX~AEs-$?-[0m
[32m[2024-05-28T12:48:41.746204Z] [debug] [pid:45741] >>> testapi::wait_serial: echo X~AEs; bash -oe pipefail /tmp/scriptX~AEs.sh ; echo SCRIPT_FINISHEDX~AEs-$?-: ok[0m
[2024-05-28T12:48:41.746280Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:60 called testapi::script_output
[2024-05-28T12:48:41.746382Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDX~AEs-\\d+-", timeout=90)
[2024-05-28T12:48:41.746682Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDX~AEs-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=undef, pattern="SCRIPT_FINISHEDX~AEs-\\d+-", json_cmd_token="ztCgqsSq")
[33m[2024-05-28T12:48:41.751848Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00521563599613728 seconds: SCRIPT_FINISHEDX~AEs-0-[0m
[32m[2024-05-28T12:48:41.752337Z] [debug] [pid:45741] >>> testapi::wait_serial: SCRIPT_FINISHEDX~AEs-\d+-: ok[0m
[2024-05-28T12:48:41.752554Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:61 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:41.752679Z] [debug] [pid:45741] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -", die_on_timeout=1, timeout=303, quiet=undef, output="")
[2024-05-28T12:48:41.752764Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:61 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:41.752865Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, timeout=90, no_regex=1, regexp="# ")
[2024-05-28T12:48:41.753233Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ESuthzyW", no_regex=1, record_output=undef, regexp="# ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:41.753320Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019368200446479 seconds: # [0m
[32m[2024-05-28T12:48:41.753594Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:41.753870Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -", json_cmd_token="Zqwygejg")
[2024-05-28T12:48:41.754259Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="pJFwNHnt", cmd="backend_type_string", text="; echo EFX3q-\$?-")
[2024-05-28T12:48:41.754470Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:61 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:41.754602Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=90, no_regex=1, regexp="timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -; echo EFX3q-\$?-", expect_not_found=0, quiet=undef, buffer_size=238)
[2024-05-28T12:48:41.754972Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -; echo EFX3q-\$?-"
  ], json_cmd_token="yrUXbusC", buffer_size=238, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -; echo EFX3q-\$?-", no_regex=1)
[33m[2024-05-28T12:48:41.755070Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000209662997804116 seconds: timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -; echo EFX3q-$?-[0m
[32m[2024-05-28T12:48:41.755353Z] [debug] [pid:45741] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -; echo EFX3q-$?-: ok[0m
[2024-05-28T12:48:41.755621Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="fiqclfVy", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:41.755839Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:61 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T12:48:41.755967Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, regexp=qr/EFX3q-\d+-/u, record_output=undef, no_regex=0, timeout=303)
[2024-05-28T12:48:41.756327Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=303, cmd="backend_wait_serial", json_cmd_token="POJPDCYm", pattern="(?^u:EFX3q-\\d+-)", buffer_size=undef, record_output=undef, regexp="(?^u:EFX3q-\\d+-)", no_regex=0, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:42.338397Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.582050425997295 seconds: EFX3q-0-[0m
[32m[2024-05-28T12:48:42.339183Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:EFX3q-\d+-): ok[0m
[2024-05-28T12:48:42.339380Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:62 called testapi::assert_script_run
[2024-05-28T12:48:42.339501Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd /var/tmp/aardvark-dns-1.10.0/", timeout=90, fail_message="", quiet=undef)
[2024-05-28T12:48:42.339611Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:62 called testapi::assert_script_run
[2024-05-28T12:48:42.339735Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, no_regex=1, record_output=undef, timeout=90, regexp="# ")
[2024-05-28T12:48:42.340444Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="KyfxFqdY", pattern=[
    "# "
  ], buffer_size=undef)
[33m[2024-05-28T12:48:42.340564Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000300113999401219 seconds: # [0m
[32m[2024-05-28T12:48:42.340967Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.341424Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="cd /var/tmp/aardvark-dns-1.10.0/", cmd="backend_type_string", json_cmd_token="NHIotiYB")
[2024-05-28T12:48:42.342397Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="XFNmCGgH", text="; echo QWqXo-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:42.342777Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:62 called testapi::assert_script_run
[2024-05-28T12:48:42.342936Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="cd /var/tmp/aardvark-dns-1.10.0/; echo QWqXo-\$?-", no_regex=1, timeout=90, record_output=undef, buffer_size=160, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:42.343506Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="cd /var/tmp/aardvark-dns-1.10.0/; echo QWqXo-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern=[
    "cd /var/tmp/aardvark-dns-1.10.0/; echo QWqXo-\$?-"
  ], buffer_size=160, json_cmd_token="JnXrlfVr")
[33m[2024-05-28T12:48:42.343663Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000287403003312647 seconds: cd /var/tmp/aardvark-dns-1.10.0/; echo QWqXo-$?-[0m
[32m[2024-05-28T12:48:42.344244Z] [debug] [pid:45741] >>> testapi::wait_serial: cd /var/tmp/aardvark-dns-1.10.0/; echo QWqXo-$?-: ok[0m
[2024-05-28T12:48:42.344875Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="pNSBOwRD", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:42.345339Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:62 called testapi::assert_script_run
[2024-05-28T12:48:42.345582Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, timeout=90, regexp=qr/QWqXo-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:42.346255Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:QWqXo-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, pattern="(?^u:QWqXo-\\d+-)", json_cmd_token="CpLXsTkP", buffer_size=undef)
[33m[2024-05-28T12:48:42.346430Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000337903999025002 seconds: QWqXo-0-[0m
[32m[2024-05-28T12:48:42.346880Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:QWqXo-\d+-): ok[0m
[2024-05-28T12:48:42.347067Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:63 called testapi::assert_script_run
[2024-05-28T12:48:42.347218Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test test.orig", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:48:42.347353Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:63 called testapi::assert_script_run
[2024-05-28T12:48:42.347523Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:42.347926Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", json_cmd_token="tKyzuPRE", pattern=[
    "# "
  ], buffer_size=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:42.348007Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177062996954191 seconds: # [0m
[32m[2024-05-28T12:48:42.348290Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.348599Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="oULQZMiE", text="cp -r test test.orig", cmd="backend_type_string")
[2024-05-28T12:48:42.349018Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="RQeTfAbh", text="; echo FWTOp-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:42.349207Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:63 called testapi::assert_script_run
[2024-05-28T12:48:42.349322Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, regexp="cp -r test test.orig; echo FWTOp-\$?-", timeout=90, buffer_size=148, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:42.349710Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="cp -r test test.orig; echo FWTOp-\$?-", record_output=undef, no_regex=1, json_cmd_token="ZnHWXAzY", pattern=[
    "cp -r test test.orig; echo FWTOp-\$?-"
  ], buffer_size=148, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:42.349801Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196392997168005 seconds: cp -r test test.orig; echo FWTOp-$?-[0m
[32m[2024-05-28T12:48:42.350042Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test test.orig; echo FWTOp-$?-: ok[0m
[2024-05-28T12:48:42.350330Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="xYjGDXxO")
[2024-05-28T12:48:42.350514Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:63 called testapi::assert_script_run
[2024-05-28T12:48:42.350637Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, no_regex=0, record_output=undef, regexp=qr/FWTOp-\d+-/u, timeout=90)
[2024-05-28T12:48:42.351006Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:FWTOp-\\d+-)", json_cmd_token="YwNPXzTe", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="(?^u:FWTOp-\\d+-)")
[33m[2024-05-28T12:48:42.353985Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00306223900406621 seconds: FWTOp-0-[0m
[32m[2024-05-28T12:48:42.354259Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:FWTOp-\d+-): ok[0m
[2024-05-28T12:48:42.354374Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:42.354474Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cp -r test.orig test", quiet=undef, fail_message="", timeout=90)
[2024-05-28T12:48:42.354572Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:42.354694Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:42.355043Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="PSRNvocD", buffer_size=undef, record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:42.355123Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180331997398753 seconds: # [0m
[32m[2024-05-28T12:48:42.355351Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.355628Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AWISaeFj", cmd="backend_type_string", text="cp -r test.orig test")
[2024-05-28T12:48:42.355985Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ydpZqywT", cmd="backend_type_string", text="; echo Nvo9G-\$?-")
[2024-05-28T12:48:42.356177Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:42.356291Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=148, timeout=90, record_output=undef, regexp="cp -r test.orig test; echo Nvo9G-\$?-", no_regex=1)
[2024-05-28T12:48:42.356652Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "cp -r test.orig test; echo Nvo9G-\$?-"
  ], buffer_size=148, json_cmd_token="ysTzUlcI", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, no_regex=1, regexp="cp -r test.orig test; echo Nvo9G-\$?-", record_output=undef)
[33m[2024-05-28T12:48:42.356744Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203522999072447 seconds: cp -r test.orig test; echo Nvo9G-$?-[0m
[32m[2024-05-28T12:48:42.356974Z] [debug] [pid:45741] >>> testapi::wait_serial: cp -r test.orig test; echo Nvo9G-$?-: ok[0m
[2024-05-28T12:48:42.357230Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="xSHTMSzM")
[2024-05-28T12:48:42.357413Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:25 called testapi::assert_script_run
[2024-05-28T12:48:42.357527Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, timeout=90, no_regex=0, regexp=qr/Nvo9G-\d+-/u)
[2024-05-28T12:48:42.357869Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern="(?^u:Nvo9G-\\d+-)", buffer_size=undef, json_cmd_token="QBFSJzlb", record_output=undef, regexp="(?^u:Nvo9G-\\d+-)", no_regex=0, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:42.360810Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00289023599907523 seconds: Nvo9G-0-[0m
[32m[2024-05-28T12:48:42.361841Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:Nvo9G-\d+-): ok[0m
[2024-05-28T12:48:42.362127Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.362334Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/100-basic-name-resolution.bats", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T12:48:42.362519Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.362727Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1, timeout=90)
[2024-05-28T12:48:42.363773Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", json_cmd_token="UhFBOwzS", pattern=[
    "# "
  ], buffer_size=undef)
[33m[2024-05-28T12:48:42.363956Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000442085998656694 seconds: # [0m
[32m[2024-05-28T12:48:42.364634Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.365385Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ekegMvjz", text="rm test/100-basic-name-resolution.bats", cmd="backend_type_string")
[2024-05-28T12:48:42.366518Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="StzTsIjl", cmd="backend_type_string", text="; echo BEMbt-\$?-")
[2024-05-28T12:48:42.367078Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.367338Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=166, quiet=undef, no_regex=1, timeout=90, record_output=undef, regexp="rm test/100-basic-name-resolution.bats; echo BEMbt-\$?-")
[2024-05-28T12:48:42.368241Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="rm test/100-basic-name-resolution.bats; echo BEMbt-\$?-", no_regex=1, pattern=[
    "rm test/100-basic-name-resolution.bats; echo BEMbt-\$?-"
  ], buffer_size=166, json_cmd_token="HVkeULFv", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:42.368435Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000422584998887032 seconds: rm test/100-basic-name-resolution.bats; echo BEMbt-$?-[0m
[32m[2024-05-28T12:48:42.368797Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/100-basic-name-resolution.bats; echo BEMbt-$?-: ok[0m
[2024-05-28T12:48:42.369180Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="uwCrPpOH", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:42.369455Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.369583Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, no_regex=0, timeout=30, regexp=qr/BEMbt-\d+-/u)
[2024-05-28T12:48:42.369999Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:BEMbt-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, json_cmd_token="nvojqneZ", pattern="(?^u:BEMbt-\\d+-)", buffer_size=undef)
[33m[2024-05-28T12:48:42.370997Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00107859400304733 seconds: BEMbt-0-[0m
[32m[2024-05-28T12:48:42.371269Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:BEMbt-\d+-): ok[0m
[2024-05-28T12:48:42.371364Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.371455Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/200-two-networks.bats", output="", quiet=undef, timeout=30, die_on_timeout=1)
[2024-05-28T12:48:42.371550Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.371668Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, timeout=90, record_output=undef, no_regex=1, regexp="# ")
[2024-05-28T12:48:42.372026Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jyxqqvRJ", cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:42.372113Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193242995010223 seconds: # [0m
[32m[2024-05-28T12:48:42.372368Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.372616Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="rm test/200-two-networks.bats", cmd="backend_type_string", json_cmd_token="lrprCNNb")
[2024-05-28T12:48:42.372935Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tST55-\$?-", json_cmd_token="FvyPnSOW")
[2024-05-28T12:48:42.373093Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.373207Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=157, record_output=undef, timeout=90, regexp="rm test/200-two-networks.bats; echo tST55-\$?-", no_regex=1)
[2024-05-28T12:48:42.373510Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "rm test/200-two-networks.bats; echo tST55-\$?-"
  ], json_cmd_token="bFbkRYwu", buffer_size=157, regexp="rm test/200-two-networks.bats; echo tST55-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:42.373586Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165472003573086 seconds: rm test/200-two-networks.bats; echo tST55-$?-[0m
[32m[2024-05-28T12:48:42.373800Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/200-two-networks.bats; echo tST55-$?-: ok[0m
[2024-05-28T12:48:42.374021Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="WGLVSGhH", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:42.374186Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.374298Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, regexp=qr/tST55-\d+-/u, timeout=30, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:42.374587Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:tST55-\\d+-)", buffer_size=undef, json_cmd_token="FABFzIwQ", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:tST55-\\d+-)", no_regex=0)
[33m[2024-05-28T12:48:42.376013Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00149469900497934 seconds: tST55-0-[0m
[32m[2024-05-28T12:48:42.376248Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:tST55-\d+-): ok[0m
[2024-05-28T12:48:42.376340Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.376431Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/300-three-networks.bats", quiet=undef, output="", die_on_timeout=1, timeout=30)
[2024-05-28T12:48:42.376521Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.376625Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=undef, quiet=undef, regexp="# ", no_regex=1, record_output=undef, timeout=90)
[2024-05-28T12:48:42.376929Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YUxrPafN", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T12:48:42.377010Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169172002642881 seconds: # [0m
[32m[2024-05-28T12:48:42.377225Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.377459Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="vnnzRxAN", text="rm test/300-three-networks.bats", cmd="backend_type_string")
[2024-05-28T12:48:42.377782Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="AMsgquEt", cmd="backend_type_string", text="; echo pM~1b-\$?-")
[2024-05-28T12:48:42.377948Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.378063Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=159, quiet=undef, record_output=undef, no_regex=1, regexp="rm test/300-three-networks.bats; echo pM~1b-\$?-", timeout=90)
[2024-05-28T12:48:42.378372Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="rm test/300-three-networks.bats; echo pM~1b-\$?-", no_regex=1, record_output=undef, json_cmd_token="INRCtBRW", pattern=[
    "rm test/300-three-networks.bats; echo pM~1b-\$?-"
  ], buffer_size=159, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:42.378460Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163302000146359 seconds: rm test/300-three-networks.bats; echo pM~1b-$?-[0m
[32m[2024-05-28T12:48:42.378826Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/300-three-networks.bats; echo pM~1b-$?-: ok[0m
[2024-05-28T12:48:42.379176Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="jLjNbgja")
[2024-05-28T12:48:42.379553Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.379755Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, timeout=30, no_regex=0, regexp=qr/pM~1b-\d+-/u, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:42.380246Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:pM~1b-\\d+-)", buffer_size=undef, json_cmd_token="WORmPWOz", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:pM~1b-\\d+-)", no_regex=0)
[33m[2024-05-28T12:48:42.381465Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00131902700377395 seconds: pM~1b-0-[0m
[32m[2024-05-28T12:48:42.381817Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:pM~1b-\d+-): ok[0m
[2024-05-28T12:48:42.381935Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.382052Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm test/500-reverse-lookups.bats", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T12:48:42.382155Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.382279Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="# ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:42.382691Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], json_cmd_token="KjtbbMTV", buffer_size=undef, timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", no_regex=1)
[33m[2024-05-28T12:48:42.382763Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163211996550672 seconds: # [0m
[32m[2024-05-28T12:48:42.383045Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.383315Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm test/500-reverse-lookups.bats", json_cmd_token="QEwXqBeO")
[2024-05-28T12:48:42.383678Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="OGracUMM", text="; echo 68HKa-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:42.383864Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.383979Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, record_output=undef, regexp="rm test/500-reverse-lookups.bats; echo 68HKa-\$?-", timeout=90, quiet=undef, buffer_size=160, expect_not_found=0)
[2024-05-28T12:48:42.384340Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", pattern=[
    "rm test/500-reverse-lookups.bats; echo 68HKa-\$?-"
  ], buffer_size=160, json_cmd_token="cfUIijBz", regexp="rm test/500-reverse-lookups.bats; echo 68HKa-\$?-", no_regex=1, record_output=undef, quiet=undef, expect_not_found=0)
[33m[2024-05-28T12:48:42.384421Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172472005942836 seconds: rm test/500-reverse-lookups.bats; echo 68HKa-$?-[0m
[32m[2024-05-28T12:48:42.384670Z] [debug] [pid:45741] >>> testapi::wait_serial: rm test/500-reverse-lookups.bats; echo 68HKa-$?-: ok[0m
[2024-05-28T12:48:42.384932Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ETDKzXOf", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:42.385124Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:27 called testapi::script_run
[2024-05-28T12:48:42.385234Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=30, record_output=undef, no_regex=0, regexp=qr/68HKa-\d+-/u, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:42.385561Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=0, regexp="(?^u:68HKa-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, buffer_size=undef, pattern="(?^u:68HKa-\\d+-)", json_cmd_token="EXKiqNmz")
[33m[2024-05-28T12:48:42.387016Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00153583000064828 seconds: 68HKa-0-[0m
[32m[2024-05-28T12:48:42.387265Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:68HKa-\d+-): ok[0m
[2024-05-28T12:48:42.387362Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:42.387444Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="echo aardvark.tap .. > aardvark.tap", quiet=undef, fail_message="", timeout=90)
[2024-05-28T12:48:42.387523Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:42.387620Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=1, record_output=undef, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:42.387954Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, no_regex=1, pattern=[
    "# "
  ], json_cmd_token="utXSIVcI", buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:42.388038Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164502002007794 seconds: # [0m
[32m[2024-05-28T12:48:42.388287Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.388547Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="EGxFfHrI", text="echo aardvark.tap .. > aardvark.tap", cmd="backend_type_string")
[2024-05-28T12:48:42.388895Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="ivHFJKVf", text="; echo CCw1g-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:42.389077Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:42.389186Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=163, quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, timeout=90, regexp="echo aardvark.tap .. > aardvark.tap; echo CCw1g-\$?-")
[2024-05-28T12:48:42.389520Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, no_regex=1, regexp="echo aardvark.tap .. > aardvark.tap; echo CCw1g-\$?-", pattern=[
    "echo aardvark.tap .. > aardvark.tap; echo CCw1g-\$?-"
  ], json_cmd_token="WowuHuqx", buffer_size=163, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:42.389598Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169391998497304 seconds: echo aardvark.tap .. > aardvark.tap; echo CCw1g-$?-[0m
[32m[2024-05-28T12:48:42.389833Z] [debug] [pid:45741] >>> testapi::wait_serial: echo aardvark.tap .. > aardvark.tap; echo CCw1g-$?-: ok[0m
[2024-05-28T12:48:42.390088Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="hoAQLWoe")
[2024-05-28T12:48:42.390276Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:29 called testapi::assert_script_run
[2024-05-28T12:48:42.390389Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=0, timeout=90, regexp=qr/CCw1g-\d+-/u, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:42.390714Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", json_cmd_token="nBBdOhMd", pattern="(?^u:CCw1g-\\d+-)", buffer_size=undef, no_regex=0, regexp="(?^u:CCw1g-\\d+-)", record_output=undef, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:42.390798Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165651996212546 seconds: CCw1g-0-[0m
[32m[2024-05-28T12:48:42.391038Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:CCw1g-\d+-): ok[0m
[2024-05-28T12:48:42.391133Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:42.391223Z] [debug] [pid:45741] <<< testapi::script_run(cmd="AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap", timeout=2000, die_on_timeout=1, output="", quiet=undef)
[2024-05-28T12:48:42.391304Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:42.391401Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, regexp="# ", record_output=undef, timeout=90, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:42.391742Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="zuhKHhLH")
[33m[2024-05-28T12:48:42.391805Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000163142001838423 seconds: # [0m
[32m[2024-05-28T12:48:42.392055Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:42.392327Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="hhbiPxMx", cmd="backend_type_string", text="AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap")
[2024-05-28T12:48:42.392673Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 2YQ1C-\$?-", json_cmd_token="CbPRkysi")
[2024-05-28T12:48:42.392853Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:42.392965Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, buffer_size=207, quiet=undef, no_regex=1, record_output=undef, regexp="AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap; echo 2YQ1C-\$?-", timeout=90)
[2024-05-28T12:48:42.393304Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=207, pattern=[
    "AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap; echo 2YQ1C-\$?-"
  ], json_cmd_token="fKwgfvHE", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, regexp="AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap; echo 2YQ1C-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T12:48:42.393385Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017447199934395 seconds: AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap; echo 2YQ1C-$?-[0m
[32m[2024-05-28T12:48:42.393624Z] [debug] [pid:45741] >>> testapi::wait_serial: AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap; echo 2YQ1C-$?-: ok[0m
[2024-05-28T12:48:42.393876Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="PuHBjOtJ", text="\n", cmd="backend_type_string")
[2024-05-28T12:48:42.394062Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:30 called testapi::script_run
[2024-05-28T12:48:42.394171Z] [debug] [pid:45741] <<< testapi::wait_serial(regexp=qr/2YQ1C-\d+-/u, record_output=undef, no_regex=0, timeout=2000, quiet=undef, buffer_size=undef, expect_not_found=0)
[2024-05-28T12:48:42.394494Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:2YQ1C-\\d+-)", no_regex=0, pattern="(?^u:2YQ1C-\\d+-)", buffer_size=undef, json_cmd_token="ODgwCWNH", timeout=2000, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:43.189999Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.795546369001386 seconds: 2YQ1C-0-[0m
[32m[2024-05-28T12:48:43.190451Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:2YQ1C-\d+-): ok[0m
[2024-05-28T12:48:43.190609Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:43.190739Z] [debug] [pid:45741] <<< testapi::upload_logs(file="aardvark.tap", failok=0, timeout=90)
[2024-05-28T12:48:43.190951Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:43.191093Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="curl --form upload=\@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:48:43.191232Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:43.191399Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:43.192166Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="JHAyyuZQ", buffer_size=undef)
[33m[2024-05-28T12:48:43.192316Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000338773999828845 seconds: # [0m
[32m[2024-05-28T12:48:43.192715Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:43.193055Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="curl --form upload=\@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap", json_cmd_token="aUQZhoUY")
[2024-05-28T12:48:43.193490Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(text="; echo O07v0-\$?-", cmd="backend_type_string", json_cmd_token="GELVOlbh")
[2024-05-28T12:48:43.193716Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:43.193866Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=270, no_regex=1, regexp="curl --form upload=\@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap; echo O07v0-\$?-", record_output=undef, timeout=90)
[2024-05-28T12:48:43.194282Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="curl --form upload=\@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap; echo O07v0-\$?-", no_regex=1, expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", buffer_size=270, pattern=[
    "curl --form upload=\@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap; echo O07v0-\$?-"
  ], json_cmd_token="eecbCAtl")
[33m[2024-05-28T12:48:43.194393Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00023224300093716 seconds: curl --form upload=@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap; echo O07v0-$?-[0m
[32m[2024-05-28T12:48:43.194744Z] [debug] [pid:45741] >>> testapi::wait_serial: curl --form upload=@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap; echo O07v0-$?-: ok[0m
[2024-05-28T12:48:43.195147Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="UaQPnKqE")
[2024-05-28T12:48:43.195454Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:31 called testapi::parse_extra_log
[2024-05-28T12:48:43.195644Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=0, timeout=90, record_output=undef, regexp=qr/O07v0-\d+-/u, expect_not_found=0, quiet=undef, buffer_size=undef)
[2024-05-28T12:48:43.196173Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(buffer_size=undef, pattern="(?^u:O07v0-\\d+-)", json_cmd_token="fuRshPFJ", cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="(?^u:O07v0-\\d+-)")
[33m[2024-05-28T12:48:43.205763Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00975932499568444 seconds: O07v0-0-[0m
[32m[2024-05-28T12:48:43.206054Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:O07v0-\d+-): ok[0m
[2024-05-28T12:48:43.207272Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:43.207371Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="rm -rf test", timeout=90, quiet=undef, fail_message="")
[2024-05-28T12:48:43.207458Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:43.207559Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=undef, quiet=undef, expect_not_found=0, regexp="# ", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T12:48:43.207924Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1, buffer_size=undef, pattern=[
    "# "
  ], json_cmd_token="oQnNIQVS", cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T12:48:43.208008Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169501996424515 seconds: # [0m
[32m[2024-05-28T12:48:43.208259Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:43.208528Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -rf test", json_cmd_token="usQFaKma")
[2024-05-28T12:48:43.208890Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="MxwKLuBv", text="; echo _G1Di-\$?-", cmd="backend_type_string")
[2024-05-28T12:48:43.209072Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:43.209184Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, no_regex=1, timeout=90, regexp="rm -rf test; echo _G1Di-\$?-", buffer_size=139, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:43.209520Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, record_output=undef, regexp="rm -rf test; echo _G1Di-\$?-", no_regex=1, buffer_size=139, pattern=[
    "rm -rf test; echo _G1Di-\$?-"
  ], json_cmd_token="rjWMUQOR", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:43.209600Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171193001733627 seconds: rm -rf test; echo _G1Di-$?-[0m
[32m[2024-05-28T12:48:43.209840Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf test; echo _G1Di-$?-: ok[0m
[2024-05-28T12:48:43.210122Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="slxxoiOv")
[2024-05-28T12:48:43.210315Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:65 called aardvark_integration::run_tests -> tests/containers/aardvark_integration.pm:32 called testapi::assert_script_run
[2024-05-28T12:48:43.210427Z] [debug] [pid:45741] <<< testapi::wait_serial(record_output=undef, regexp=qr/_G1Di-\d+-/u, no_regex=0, timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:43.210758Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:_G1Di-\\d+-)", buffer_size=undef, json_cmd_token="cGTcXBYG", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=0, regexp="(?^u:_G1Di-\\d+-)", record_output=undef)
[33m[2024-05-28T12:48:43.211876Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00120084599620895 seconds: _G1Di-0-[0m
[32m[2024-05-28T12:48:43.212121Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:_G1Di-\d+-): ok[0m
[2024-05-28T12:48:43.212221Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:69 called testapi::assert_script_run
[2024-05-28T12:48:43.212303Z] [debug] [pid:45741] <<< testapi::assert_script_run(cmd="cd ~", fail_message="", quiet=undef, timeout=90)
[2024-05-28T12:48:43.212383Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:69 called testapi::assert_script_run
[2024-05-28T12:48:43.212488Z] [debug] [pid:45741] <<< testapi::wait_serial(no_regex=1, timeout=90, record_output=undef, regexp="# ", buffer_size=undef, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:43.212810Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(record_output=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uONUtylq")
[33m[2024-05-28T12:48:43.212887Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016593200416537 seconds: # [0m
[32m[2024-05-28T12:48:43.213114Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:43.213353Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="SsMtaCzj", cmd="backend_type_string", text="cd ~")
[2024-05-28T12:48:43.213678Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo qL7Vy-\$?-", json_cmd_token="lxlmBvjz")
[2024-05-28T12:48:43.213850Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:69 called testapi::assert_script_run
[2024-05-28T12:48:43.213961Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, record_output=undef, no_regex=1, regexp="cd ~; echo qL7Vy-\$?-", buffer_size=132, quiet=undef, expect_not_found=0)
[2024-05-28T12:48:43.214273Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cd ~; echo qL7Vy-\$?-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, buffer_size=132, pattern=[
    "cd ~; echo qL7Vy-\$?-"
  ], json_cmd_token="sGvsAHAC")
[33m[2024-05-28T12:48:43.214349Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165562996699009 seconds: cd ~; echo qL7Vy-$?-[0m
[32m[2024-05-28T12:48:43.214577Z] [debug] [pid:45741] >>> testapi::wait_serial: cd ~; echo qL7Vy-$?-: ok[0m
[2024-05-28T12:48:43.214824Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="tBExeYQS")
[2024-05-28T12:48:43.215001Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:69 called testapi::assert_script_run
[2024-05-28T12:48:43.215111Z] [debug] [pid:45741] <<< testapi::wait_serial(timeout=90, no_regex=0, regexp=qr/qL7Vy-\d+-/u, record_output=undef, expect_not_found=0, buffer_size=undef, quiet=undef)
[2024-05-28T12:48:43.215421Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(pattern="(?^u:qL7Vy-\\d+-)", buffer_size=undef, json_cmd_token="HgUTvJxe", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp="(?^u:qL7Vy-\\d+-)")
[33m[2024-05-28T12:48:43.215506Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167122001585085 seconds: qL7Vy-0-[0m
[32m[2024-05-28T12:48:43.215734Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:qL7Vy-\d+-): ok[0m
[2024-05-28T12:48:43.215828Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:70 called testapi::script_run
[2024-05-28T12:48:43.215917Z] [debug] [pid:45741] <<< testapi::script_run(cmd="rm -rf /var/tmp/aardvark-1.10.0/", die_on_timeout=1, timeout=30, quiet=undef, output="")
[2024-05-28T12:48:43.215998Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:70 called testapi::script_run
[2024-05-28T12:48:43.216108Z] [debug] [pid:45741] <<< testapi::wait_serial(quiet=undef, buffer_size=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, no_regex=1)
[2024-05-28T12:48:43.216438Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="awnpJzef", pattern=[
    "# "
  ], buffer_size=undef, timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:43.216501Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000154712004587054 seconds: # [0m
[32m[2024-05-28T12:48:43.216727Z] [debug] [pid:45741] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T12:48:43.216967Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="YyzVNaVW", text="rm -rf /var/tmp/aardvark-1.10.0/", cmd="backend_type_string")
[2024-05-28T12:48:43.217301Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo fsnXU-\$?-", json_cmd_token="LGNZMmyL")
[2024-05-28T12:48:43.217634Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:70 called testapi::script_run
[2024-05-28T12:48:43.217826Z] [debug] [pid:45741] <<< testapi::wait_serial(buffer_size=160, quiet=undef, expect_not_found=0, regexp="rm -rf /var/tmp/aardvark-1.10.0/; echo fsnXU-\$?-", record_output=undef, timeout=90, no_regex=1)
[2024-05-28T12:48:43.218236Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, buffer_size=160, pattern=[
    "rm -rf /var/tmp/aardvark-1.10.0/; echo fsnXU-\$?-"
  ], json_cmd_token="SfHGGxoy", regexp="rm -rf /var/tmp/aardvark-1.10.0/; echo fsnXU-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[33m[2024-05-28T12:48:43.218316Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017218200082425 seconds: rm -rf /var/tmp/aardvark-1.10.0/; echo fsnXU-$?-[0m
[32m[2024-05-28T12:48:43.218619Z] [debug] [pid:45741] >>> testapi::wait_serial: rm -rf /var/tmp/aardvark-1.10.0/; echo fsnXU-$?-: ok[0m
[2024-05-28T12:48:43.218880Z] [debug] [pid:45931] <<< consoles::serial_screen::type_string(json_cmd_token="lHASckve", cmd="backend_type_string", text="\n")
[2024-05-28T12:48:43.219087Z] [debug] [pid:45741] tests/containers/aardvark_integration.pm:81 called aardvark_integration::cleanup -> tests/containers/aardvark_integration.pm:70 called testapi::script_run
[2024-05-28T12:48:43.219204Z] [debug] [pid:45741] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, buffer_size=undef, record_output=undef, timeout=30, no_regex=0, regexp=qr/fsnXU-\d+-/u)
[2024-05-28T12:48:43.219546Z] [debug] [pid:45931] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, record_output=undef, regexp="(?^u:fsnXU-\\d+-)", no_regex=0, pattern="(?^u:fsnXU-\\d+-)", buffer_size=undef, json_cmd_token="vVErKWfj", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T12:48:43.220376Z] [info] [pid:45931] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000913560994376894 seconds: fsnXU-0-[0m
[32m[2024-05-28T12:48:43.220619Z] [debug] [pid:45741] >>> testapi::wait_serial: (?^u:fsnXU-\d+-): ok[0m
[1;34m[2024-05-28T12:48:43.221145Z] [debug] [pid:45741] ||| finished aardvark_integration containers (runtime: 7 s)[0m
[37m[2024-05-28T12:48:43.222653Z] [debug] [pid:45708] stopping autotest process 45741[0m
[37m[2024-05-28T12:48:43.231353Z] [debug] [pid:45708] [autotest] process exited: 0[0m
[37m[2024-05-28T12:48:43.331739Z] [debug] [pid:45708] done with autotest process[0m
[37m[2024-05-28T12:48:43.332243Z] [debug] [pid:45708] stopping command server 45720 because test execution ended[0m
[37m[2024-05-28T12:48:43.332380Z] [debug] [pid:45708] isotovideo: informing websocket clients before stopping command server: http://127.0.0.1:20093/lgB7_LwG8MNsxMg8/broadcast[0m
[37m[2024-05-28T12:48:43.348117Z] [debug] [pid:45708] commands process exited: 0[0m
[37m[2024-05-28T12:48:43.448358Z] [debug] [pid:45708] done with command server[0m
[37m[2024-05-28T12:48:43.448481Z] [debug] [pid:45708] isotovideo done[0m
[37m[2024-05-28T12:48:43.449028Z] [debug] [pid:45931] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[9]"},"event":"RTC_CHANGE","timestamp":{"microseconds":499512,"seconds":1716900481}}[0m
[37m[2024-05-28T12:48:43.449412Z] [debug] [pid:45931] QEMU status is not 'shutdown', it is 'running'[0m
[37m[2024-05-28T12:48:43.449644Z] [debug] [pid:45708] backend shutdown state: [0m
[33m[2024-05-28T12:48:43.450190Z] [info] [pid:45931] ::: OpenQA::Qemu::Proc::save_state: Saving QEMU state to qemu_state.json[0m
[37m[2024-05-28T12:48:44.816841Z] [debug] [pid:45931] Passing remaining frames to the video encoder[0m
[37m[2024-05-28T12:48:44.821484Z] [debug] [pid:45931] Waiting for video encoder to finalize the video[0m
[37m[2024-05-28T12:48:44.821612Z] [debug] [pid:45931] The built-in video encoder (pid 46121) terminated[0m
[37m[2024-05-28T12:48:44.821853Z] [debug] [pid:45931] QEMU: qemu-system-x86_64: terminating on signal 15 from pid 45931 (/usr/bin/isotovideo: backen)[0m
[37m[2024-05-28T12:48:44.822967Z] [debug] [pid:45931] sending magic and exit[0m
[37m[2024-05-28T12:48:44.823260Z] [debug] [pid:45708] received magic close[0m
[37m[2024-05-28T12:48:44.836891Z] [debug] [pid:45708] backend process exited: 0[0m
Use of uninitialized value $name in pattern match (m//) at /usr/lib/os-autoinst/OpenQA/Isotovideo/Utils.pm line 332.
	OpenQA::Isotovideo::Utils::handle_generated_assets(OpenQA::Isotovideo::CommandHandler=HASH(0x565340bc7518), "") called at /usr/bin/isotovideo line 204
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $name in pattern match (m//) at /usr/lib/os-autoinst/OpenQA/Isotovideo/Utils.pm line 332.
	OpenQA::Isotovideo::Utils::handle_generated_assets(OpenQA::Isotovideo::CommandHandler=HASH(0x565340bc7518), "") called at /usr/bin/isotovideo line 204
	eval {...} called at /usr/bin/isotovideo line 161
[37m[2024-05-28T12:48:44.938593Z] [debug] [pid:45708] stopping backend process 45931[0m
[37m[2024-05-28T12:48:44.938696Z] [debug] [pid:45708] done with backend process[0m
45708: EXIT 0
[2024-05-28T12:48:44.984309Z] [info] Isotovideo exit status: 0
[2024-05-28T12:48:45.005367Z] [info] +++ worker notes +++
[2024-05-28T12:48:45.005481Z] [info] End time: 2024-05-28 12:48:45
[2024-05-28T12:48:45.005543Z] [info] Result: done
[2024-05-28T12:48:45.012141Z] [info] Uploading aardvark_integration-aardvark.tap
[2024-05-28T12:48:45.046953Z] [info] Uploading netavark_integration-netavark.tap
[2024-05-28T12:48:45.061011Z] [info] Uploading podman_integration-bats-user-local.tap
[2024-05-28T12:48:45.082868Z] [info] Uploading podman_integration-bats-user-remote.tap
[2024-05-28T12:48:45.143543Z] [info] Uploading runc_integration-runc-root.tap
[2024-05-28T12:48:45.162497Z] [info] Uploading runc_integration-runc-user.tap
[2024-05-28T12:48:45.182003Z] [info] Uploading skopeo_integration-skopeo-root.tap
[2024-05-28T12:48:45.197189Z] [info] Uploading skopeo_integration-skopeo-user.tap
[2024-05-28T12:48:45.233049Z] [info] Uploading autoinst-log.txt
